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The Times Atlas of the World. Ed. by 
John Bartholomew. Mid-century ed. 
5v. London, The Times Publishing Co., 
Ltd.; Boston, Houghton Mifflin, 1955-59. 
50cm. buckram $25 each volume. 


The first of the five volumes of The 
Times Atlas of the World to be published 
was volume 11, Northern Europe. It ap- 
peared in 1955 and was reviewed in Sub- 
scription Books Bulletin, April 1956. Vol- 
ume Iv, Southern Europe and Africa, vol- 
ume v, The Americas, volume 1, World, 
Australasia and East Asia, and volume u, 
South-west Asia, Russia, were published 
in 1956, 1957, 1958, and 1959, respectively. 

In 1899 the first atlas produced by The 
Times made its appearance. The Times 
Survey Atlas of the World, a loose-leaf 
atlas with an index-gazetteer in a sepa- 
rate volume, was prepared at the Edin- 
burgh Geographical Institute under the 
direction of J. G. Bartholomew and pi>- 
lished in 1920-1922. A one-volume bound 
edition containing both atlas and index 
was sold by Macmillan of New York. 

The stated purpose of the third or mid- 
century edition of The Times Atlas of the 
World, produced in collaboration with the 
Edinburgh Geographical Institute headed 
by John Bartholomew, is “to serve as an 
international atlas for general, official and 
library use.” 

Textual material in the atlas is limited. 
An introduction to the entire atlas ap- 
pears in the four-page Preface of volume 
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m1. Here are included a direct statement 
of purpose and an explanation of the se- 
quence of volumes, treatment of place 
names, methods of showing altitude, and 
standards of measurement. Prefaces of 
the other volumes are devoted primarily 
to whatever additional information is 
needed to enable the reader to make the 
most intelligent use of the maps in the 
particular volume. The Preface of volume 
I contains a very brief account of the his- 
tory of map making. This volume also has 
a three-page illustrated article by Major- 
General R. Ll. Brown, formerly Director 
General of the Ordnance Survey, entitled 
Progress of World Mapping. 

Following this article is an alphabetical 
list of States, Territories, and Principal Is- 
lands of the World, which serves as a 
finding list for the set. Information given 
for each unit includes political status and 
affiliation, location, area, population, and 
a reference to volume and plate number. 

The five-volume set consists of 120 
double-page plates numbered consecu- 
tively throughout the set and two frontis- 
piece maps, the one in volume 1 show- 
ing the current (1957) geographical dis- 
position of world power blocs and the 
other in volume v showing the Americas. 
The Contents pages of each volume indi- 
cate the title and scale for each map plate 
and for each inset map. An impressive 
list of Acknowledgments follows the Con- 
tents pages. These lists, ranging from 30 
entries in volume mr to 84 in volume 0, 
include the names of individuals, the ma- 
jority of whom are identified by title or 
position; official geological and mapping 
agencies around the world; other govern- 
mental agencies such as census bureaus 
and embassies; geodetic, geographical, and 
geological societies and institutions; pub- 
lishers; and tourist associations. They at- 
test to the accuracy of the publisher’s 


claim that geographical authorities all 
over the world were consulted in order to 
assure the greatest reliability possible. 

Each plate measures 24 inches by 19% 
inches. Each volume contains 24 plates, 
and despite being oversized, is light 
enough to be handled easily. The method 
of numbering the volumes “starts with the 
international date line . . . and moves 
westward ... . In all other respects the 
plates have been grouped for convenience 
of reference: thus the Soviet Union will 
be found within one volume, and the 
plates that cover each country will be 
found together, conveniently adjacent; 
this arrangement being generally North to 
South and East to West.” 

The first seven plates of the atlas are 
world maps, each one dealing with a par- 
ticular aspect of geographical and related 
knowledge: physiography, oceanography, 
climatology, vegetation, mankind, and 
world ‘surface and air routes. 

“Preferential treatment of any country 
by scale or allotment of space is avoided 
except where greater density of popula- 
tion, degree of development or geographi- 
cal interest justifies it. Many island groups 
will be found in the last-named class.” 
This claim of impartial or nonpreferential 
treatment is borne out by an examination 
of the completed atlas with respect to 
scales used for and number of maps de- 
voted to comparable geographical areas. 

A useful feature of the atlas is the pro- 
vision of inset maps on a larger scale, 
giving detail for cities and important re- 
gions. There are insets for 10 of the 15 
largest United States cities and for the 
San Francisco Bay area; for 6 of the 10 
largest Canadian cities; for 4 Indian cities 
and the Damodar Valley; for 2 Russian 
cities; and for the Fergana Basin and the 
Industrial Urals. Of the 15 largest cities 
of the world, 11 receive special treatment 
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Dictionary Catalog of the History of 
the Americas Collection, The New 
York Public Library. 28,200 pages. 28 
volumes. $1280.00. Covers North and 
South America, reflecting the devel- 
opment of the New World from earli- 
est times to the present. Catalog lists 
works in The American History Room 
and books elsewhere in the Library. 





AMERICAN HISTORY 
REFERENCE WORKS 





Catalog of the Edward E. Ayer Collection of Americana and 
s& American Indians, The Newberry Library. 8000 pages. 8 
volumes. Prepublication price: $505.00. Main fields include 
ke the Indian of North and South America, contact of the white 
man with native tribes, travels in the period of early settle- 
sv ment, cartography, Hawaii, the Phillippines, Oceania. 
Ww 


10% additional charge on foreign orders 


K. HALL & CO. 97 Oliver St., Boston 10, Mass. 


wwe a we See 


Catalog of the Yale Collection of 
Western Americana, Yale University. 
3000 pages. 3 volumes. Prepublication 
price $185.00. This collection covers 
earliest discoveries down to the pass- 
ing of the frontier, and the entire 
trans-Mississippi West, the Canadian 
Northwest, and Alaska. Its strongest 
areas are Texas and the Mexican War, 
the Plains and Rockies, New North- 
west, and Pacific Northwest. 











by the use of inset maps, and one, Lon- 
don, by the use of a separate plate. In 
all, there are insets or special maps for 
over 50 cities or city areas. 

The attention given to islands and is- 
land groups is noteworthy. Besides plates 
devoted to New Guinea and the Solomon 
Islands, the Celebes and Philippines, the 
Peloponnesus, Crete and Cyprus, and the 
West Indian Antilles, there are inset maps 
for over one hundred islands or island 
groups. 

The maps of the oceans record new in- 
formation made possible by oceanograph- 
ic research. For example, the map titled 
Indian Ocean (and) Ceylon in the mid- 
century edition is in great contrast to the 
one titled Indian Ocean in the earlier 
Times Survey Atlas of the World. In the 
earlier edition the Mercator projection 
used does not show the relationship of the 
Indian Ocean to Antarctica as does the 
Oblique Azimuthal Equal-area projection 
used in the mid-century edition. In the 
earlier edition ocean depth is shown, but 


the bed of the ocean is not mapped to 
show basins and plateaus as it is in the 
later edition. 

Another important feature of the mid- 
century edition is the attention given to 
the Soviet Union. The earlier Times 
Survey Atlas of the World devoted only 
two maps to Russia. Ten plates in the 
mid-century edition portray the great 
economic, industrial, agricultural, admin- 
istrative, and political changes of the past 
forty years. Since World War u the whole 
territory of the U.S.S.R. has been mapped 
from the air. Through the products of this 
survey, given to the world in the splendid 
Atlas Mira (Moskva: 1954) and subse- 
quent publications, it has been possible to 
provide accurate and up-to-date informa- 
tion. 

The boundaries shown in the atlas rep- 
resent the de facto or actual state of ad- 
ministration at the time of going to press. 
Provisional and disputed boundaries, 
cease-fire, and armistice lines are indi- 


cated. 
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On the back of each map plate are 
found the plate number, the title of the 
map, the projection, standard parallel, 
scale, and an outline map. In addition on 
the back of each map plate for the U.S.S.R. 
are found a glossary of Russian geo- 
graphical terms and abbreviations of the 
principal Soviet administrative areas. The 
back of Plate 33, Southern Arabia, carries 
a glossary of Arabic geographical terms. 

The outline map serves several pur- 
poses. It is used most often to show the 
area mapped and to serve as a key to 
adjoining areas by indicating the specific 
plate and volume numbers assigned to 
various countries and regional units. It 
may, in some cases, simply depict the area 
mapped; in some it is used only as a key 
to principal areas. In still others it serves 
as a key to insets. 

More than 20 different projections are 
employed in the atlas. New and up-to- 
date projections are a special feature. 
They depict “trans-polar flight, the con- 
formal grouping of continental masses, 
the continuity of oceanflow and the jux- 
taposition of world powers. Each of these 
projections is designed for its particular 
purpose and displays the required feature 
in the best possible way.” For the seven 
introductory world plates eight different 
projections are used. For Plate 6, World 
Surface Routes, the Mercator projection, 
first published at Duisburg in 1569, is used, 
while with Plate 2, World Oceanography, 
Bartholomew’s ‘Lotus’ projection makes 
its first appearance. 

Scale, which is given fractionally on 
the back of each plate, is indicated both 
fractionally and graphically at the foot 
of each plate. It ranges from 1: 250,000,000 
used for four of the maps of Plate 2, World 
Oceanography, to 1:21,000 used for the in- 
set map of Rome. The scale used for 
regions of large countries in general 
ranges from 1:1,000,000 to 1:5,000,000. A 
bar scale showing distance in statute miles, 
as well as in kilometers, also appears at 
the foot of each plate. 

Altitude is shown “by the use of ‘layer’ 
or colour tints denoting the height of all 
ground between certain limits or ‘con- 


tours’ of altitude.” A color chart indicates 
in feet and meters the exact meaning of 
the various tints. “The metre is generally 
adopted as the standard of measurement 
throughout the Atlas, but in countries 
using the English foot . . . contour lines 
and spot heights are drawn in terms of 
the latter ....” The pleasing and har- 
monious background of each map, with 
place names and other features easily dis- 
cernible, attests to the care with which 
the color: tints were selected and printed. 
For some areas, mountains in particular, 
spot heights are given. On ocean charts 
depth is shown by color tints and numer- 
ous spot depths are also indicated. 

The symbols used to indicate types of 
communication and physical features are 
shown at the foot of each plate. The kinds 
of communication indicated are special 
roads, e.g., the Autobahnen of Germany 
and the freeways and expressways of the 
United States, other main roads, arterial 
roads, tracks, railways, and canals. Also 
shown are oil pipe lines, international 
airports, and main civil airports. Included 
in the wide variety of physical features 
shown are deserts and salt flats, sand 
dune areas, salt lakes, salt pans, blown 
sand, mud flats, swamps, marsh and 
flooded areas, lagoons, reefs and banks, 
voleanoes, lava fields, glaciers, and ice 
caps. 

A clean-cut distinction is made between 
international boundary lines and those in- 
dicating the confines of states, provinces, 
oblasts, and prefectures. Disputed inter- 
national boundary lines are clearly shown. 

The spelling of place names follows the 
recommendations of the Permanent Com- 
mittee on Geographical Names in London 
and the United States Board on Geo- 
graphic Names. This means, in general, 
that the form of spelling is that used by 
the inhabitants of a country. In certain 
instances, however, where English prac- 
tice has familiarized an alternative form, 
it may be given in parentheses. In such 
cases both forms appear in the index, 
with a cross reference from the alterna- 
tive forms. “Descriptive names of physi- 
cal features, such as mountain, river, lake, 
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are usually given in the local form, but 
where the features transcend national 
frontiers or otherwise become internation- 
al, as do many seas, the English form is 
used. The titling of plates and insets is 
invariably in English as are also the 
names of countries.” 

According to a statement in the Preface 
of volume m1, the population of a town 
or city, wherever practicable, is indicated 
on a map by using various type sizes, 
following a definite scheme, according to 
scale. No population figures are given ex- 
cept for the ones in the section of volume 
1 entitled States, Territories, and Principal 
Islands. There is no explanation of how 
place names were selected for inclusion 
in the atlas, but a check of the Index- 
Gazetteer of volume v for 45 United States 
cities selected at random, all of them with 
a population between 1,000 and 2,000 and 
located in 45 different states, reveals that 
41 of the 45 are included. 

There is an Index-Gazetteer at the end 
of each volume credited to William Clowes 
& Sons, Ltd., Beccles, England, but there 
is no index-gazetteer for the entire atlas. 
While this is a drawback, it is quite con- 
venient to have at hand in one manage- 
able volume both maps of a given area of 
the world and an index to them. This 
arrangement likewise makes of each vol- 
ume a complete atlas for a particular re- 
gion. On the first page of each Index- 
Gazetteer appear clear directions for us- 
ing it and a list of the abbreviations em- 
ployed. A single list of place names, ar- 
ranged alphabetically letter-by-letter, fol- 
lows. For every entry is given location, 
i.e., name of country, state, province, is- 
land group, or ocean, latitude and lonai- 
tude, reference to map plate number and 
key letter and numeral. For areas such as 
lakes, bays, canals, and island groups 
latitude and longitude are not given in 
the index reference, but map reference is 
indicated. Key letters and numerals and 
degrees and minutes of latitude and longi- 
tude are clearly shown on the margin of 
each map. 

The Index-Gazetteers are characterized 
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by an extremely high degree of accuracy 
and comprehensiveness. 

The volumes are attractive in format 
and pleasing in design. Most of the maps 
are printed in eight colors by photo-offset 
lithography; every one has at least five 
colors. “The folding center of each map is 
mounted on a linen binding hinge, which 
apart from its strength, allows for a flat 
opening.” The volumes published in Eng- 
land are uniformly bound in blue cloth 
with gold lettering on front and spine; 
those published by Houghton Mifflin in 
this country are uniformly bound in red 
cloth and lettered in gold on front and 
spine. Both paper and binding should 
stand up very well under heavy and pro- 
longed use. 

The Times Atlas of the World is the 
most significant world atlas in English that 
has appeared since World War ur. The 
comprehensiveness of its coverage, the ac- 
curacy and inclusiveness of the indexing, 
and the clarity and beauty of the cartog- 
raphy will undoubtedly make it one of 
the landmarks in geographical publishing. 
The lack of an index-gazetteer covering 
the place names appearing in all five vol- 
umes is its one drawback. The Times 
Atlas of the World is recommended. 
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Classified 
books 


000 GENERAL WORKS 


Daniel, Hawthorne. Public libraries for 
everyone; the growth and development of 
library services in the United States, 
especially since the passage of the Library 
Services Act. 1961. 192p. Doubleday, 
paper-covered boards with cloth back- 
bone, $3.95. 


A very brief sketch of the development of 
public libraries prior to mid-1956 precedes 
the survey of the purposes, potentials, pro- 
grams, and accomplishments to date of the 
Library Services Act. The role of the Ameri- 
can Library Association and of numerous in- 
dividuals is highlighted throughout. While 
this is obviously an attempt to give nonli- 
brarians an understanding of the subject the 
book lacks popular appeal and is likely to be 
more used as a summing up by individuals or 
groups already concerned with supporting li- 
brary service. 

027.473 Libraries—U.S. || 
USS. 


Library legislation— 


61-8881 (W) 


Harris, Sydney J. Last things first. 1961. 
338p. Houghton, $4. 


A book of short essays, usually about 400 
words in length, and a section of aphorisms, 
by a popular syndicated columnist of the 
Chicago Daily News. As in his Majority of one 
(Bookuist 54:162, N 15 57) Harris points out 
the paradoxes of modern life and the absurdi- 
ties of humankind. Mordant observation is 
tempered by humor and sensitivity. 

081 61-8712 


Wilson, H. W., firm, publishers. Standard 
catalog for public libraries. 1960 supple- 
ment to the 4th ed., 1958. Ed. by Dorothy 
Herbert West [and] Estelle A. Fidell. 
1961. 128p. 10% in. Wilson, paper, serv- 
ice basis. 

The preface states that this number is to be 
used with the fourth edition of 1958 and its 
1959 supplement. It contains 704 entries clas- 
sified according to the latest abridged edition 


of Dewey, with subject headings from Sears. 
As in other recent volumes of the “Standard 
catalog series” the author’s name is given as 
it appears on the title page, with cross refer- 
ences, and partially entered titles have been 
omitted. 

016 Bibliography—Best books 
fied (Dewey decimal) 


|| Catalogs, Classi- 
59-9566 (W) 


100-200 PHILOSOPHY—RELIGION 


Bach, Marcus. Had you been born in an- 
other faith; the story of religion as it is 
lived and loved by those who follow the 
path of their parental faith. Illus. by Polly 
Bolian. 1961. 186p. illus. Prentice-Hall, 
paper-covered boards, $3.95. 


An author of many books on religion writes 
succinctly of what it means to be a Hindu, 
Parsi, Buddhist, Confucianist, Shintoist, Jew, 
Moslem, Roman Catholic, and Protestant. The 
doctrines, rites, and in some cases leaders of 
these faiths are sympathetically surveyed 
while a final chapter stresses that “the spirit 
inherent in religions is found to be one spirit 
when we truly put ourselves in the other 
person’s place.” A simply expressed intro- 
ductory work for the general reader. 


290 Religions 61-12979 


Culver, Elsie Thomas. New church pro- 
grams with the aging. 1961. 152p. Associ- 
ation Press, paper-covered boards, $3.50. 


A Congregational minister who has done much 
work on problems of the aging speaks of what 
an effective church program for older people 
should involve. Some special problems of 
this age group, religious education, the role 
of the minister and lay counselor, recreational 
needs, and other questions are discussed in 
practical fashion. Statistical data on the aging 
and a bibliography appear among the ap- 
pended material. 


259 Church work with the aged 61-7467 


Ellis, Albert, and Harper, Robert Allan. 
A guide to rational living. 1961. 195p. 
Prentice-Hall, $4.95. 


The author of How to live with a neurotic 
(Booxutst 54:219, D 15 57) is coauthor of a 
book for people who have let their anxieties 
dominate their lives. While recognizing the 
limitations of self-help books in psychother- 
apy the writers believe that some emotionally 
disturbed individuals actually can benefit by 
this type of reading. Although the case-his- 
tory dialogs between patient and analyst are 
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Parentheses ( 
card for a different edition. 


) around an L.C. card number indicate an open entry card; brackets [ 


] indicate a 


A (W) at the end of an entry indicates that H. W. Wilson catalog cards are available for the title. 
6 The Booklist and Subscription Books Bulletin 





OXFORD BOOKS 
OF EXCEPTIONAL INTEREST 


THE CHINESE CLASSICS 
With a Translation, Critical 
and Exegetical Notes, Prolegomena, and Copious Indexes 


By JAMES LEGGE (1815-1897). A re-issue, with considerable new mate- 
rial, of Professor Legge’s invaluable five-volume work, containing Chinese 
texts, English translations, and critical apparatus. I: Confucian Analects, 
The Great Learning, The Doctrine of the Mean; II: The Works of Mencius; 
III: The Shoo King or The Book of Historical Documents; IV: The She 
King or The Book of Poetry; V: The Ch’un Ts’ew with the Tso Chuen. 
3200 pages; 10 x 714”; frontis.; 5 vols. $80.00 


LETTERS AND DOCUMENTS OF NAPOLEON 
Volume |: The Rise to Power 


Edited by JOHN HOWARD. The first really adequate selection in any 
language, especially in English, of Napoleon’s writings. Here is a broad, 
representative group of these writings from Napoleon’s days at the Royal 
Military School to shortly after his establishment as First Consul of France, 
including political, military and diplomatic documents, love letters, and 
letters to his family. $8.80 


A LATIN DICTIONARY FOR SCHOOLS 
By CHARLTON T. LEWIS. This standard large Latin-English dictionary 


for students has not been available for several years. Here, with excellent 
new paper, printing, and binding, is every word or phrase in the entire 
works of Terence, Caesar, Cicero, Livy, Nepos, Vergil, Horace, Ovid, 
Juvenal, Phaedrus, and Curtius plus the Catilina and Jugurtha of Sallust 
and the Germania and Agricola of Tacitus. $6.75 


DEVELOPMENT FROM BELOW 

Local Government and Finance in Developing Countries of the 
Commonwealth 

By URSULA K. HICKS. A study of experiments in local government in a 
number of underdeveloped British territories based primarily on observa- 
tion in the field. It places unusual emphasis upon what can be learned 
from the study of local finances and upon the ways that grass roots political 
and economic development can reinforce each other. $5.60 


At all bookstores OXFORD UNIVERSITY PRESS 
417 Fifth Avenue, N. Y. 16. 








AVALON BOOKS 


September Publications 
With Plasti-Kleer* Library Jackets 


STUDIO NURSE 

Virginia Roberts 
As staff nurse at Richelieu Studios in Hollywood, Lori 
Todd shares in the glamour and suspense of the produc- 
tion of a major new film. 


LINDA’S CHAMPION COCKER $2.95 

Marcia Ford Cloth 
A prize-winning cocker and the love of a young veteri- 
narian help Linda Bernard shape her plans for a career 
raising champion dogs. 


ORCHARD HOUSE 
Elizabeth Beatty 


Barbara Brent's house-remodeling plans take a setback 8 


is the seeming duplicity of architect Andy Cochran. ‘ 


THE SECRET OF SARABAND 

Mordie Floyd (Mystery) Cloth § 
In spite of a warning not to, Norrie Branch had gone § 
to the brooding island of Saraband—and within days she g 
was forced to remain, as a prisoner. a 


POWDERSMOKE JUSTICE $2.95 | 

w Gordon (Western) Cloth 4 
A neighboring ranch had hired a crew of killers to take 
over Jeff Coleman's small spread—ancd only a gunsmoke ~ 
miracle would keep Jeff alive, 


ISLAND IN THE SKY 
Manly Wade Wellman (Science Fiction) Cloth # 
Airmen operating from an earth-orbiting platform ruled ' 
civilization, and Blackie Peyton joined the struggle for 4 
the freedom of surface people. > 
Avalon Books, 22 E. 60th St., N. Y. 22 18 
The Ryerson Press, Toronto, Canada : 
*Registered Trademark, Library Service, Inc. ' 
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often unduly protracted, the emphasis of the 
book is on simple, common-sense exercises to 
aid worried people in reorienting themselves 
constructively. 
131.322 Psychotherapy 61-8175 
Kittler, Glenn D. The Maryknoll Fathers. 
1961. 318p. illus. World, $5. 


The first 50 years of Maryknoll, an organiza- 
tion officially known as the Catholic Foreign 
Mission Society of America, are surveyed by 
an author wi.< writes informally of Mary- 
knoll’s founding in 1911, early and more re- 
cent leaders, and the organization’s world- 
wide missionary work in the past and present. 
An informative book that views much of 
Maryknoll’s history through the lives of its 
leaders and dedicated priests and nuns. 

266.206273 Catholic Foreign Mission Society of 
America 61-6648 


Lenski, Gerhard Emmanuel. The religious 
factor; a sociological study of religion’s 
impact on politics, economics, and family 
life. 1961. 381p. forms, tables. Double- 
day, $5.95. 


A University of Michigan sociologist presents 
the findings of a study focusing on Catholics, 
Jews, and white and Negro Protestants in the 
Detroit metropolitan area. Based on personal 
interviews with a cross section of persons in 
the city and suburbs the study attempts to 
determine if and how a certain religion in- 
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fluences an individual’s political, economic, 
and family life. Differences and similarities 
between the three major religious groups, 
white-Negro variations, and patterns in cler- 
ical attitudes are some of the areas explored. 
Conclusions and a sample interview round out 
a work of significance to sociologists, minis- 
ters, and the seriously interested general 


| reader. 


261.8 Religion and sociology—Case studies 61-9197 


Van Dusen, Henry Pitney. One great 
ground of hope; Christian missions and 
Christian unity. 1961. 205p. Westminster, 
paper-covered boards, $3.95. 

An important assessment by a respected the- 


.| ologian of the chances for world unification of 
$2.95 4 | 


Protestant churches by a.p. 2000 based on the 
historic success of the ecumenical movement 
in the mission field. Appendixes include A 
chronology of Christian unity, 1795-1960 and 
A draft plan for the integration of the World 
Council of Churches and the International 
Missionary Council. For leaders, members, 
and adherents of Protestant churches, and 
those who have followed recent and proposed 
denominational amalgamations with interest. 
280.1 Christian union—Hist. || ears 


300 SOCIAL SCIENCES 


Boatright, Mody Coggin and others, eds. 
Singers and storytellers. 1961. 298p. 
Southern Methodist Univ., $5. 

The editors of Texas folk and folklore (Boox- 
List 51:235, F 1 55) again edit a collection of 
tales, essays, and sayings from Texas. J. Frank 
Dobie, Mody Boatright, and many other con- 
tributors are represented in a book that may 
interest the general reader as well as the folk- 
lorist. 


398.209764 Tales, American—Texas 60-15894 


Emery, Walter Byron. Broadcasting and 
government: responsibilities and regula- 
tions. 1961. 482p. Michigan State Univ., 
$7.50. 


A scholarly and readable work by a former 
attorney for the Federal Communications 
Commission covers the degree and kind of 
government regulation which supervened as 
radio and television in the U.S. were born, 
grew, and reached their present development. 
The extensive appendix includes the amend- 
ed Communications Act of 1934, radio and 
television codes of the National Association of 
Broadcasters, and other pertinent matters. 

384.542 Radio—U.S.—Laws and regulations || Tele- 
vision—Law and legislation—U'S. 60-16416 


Essays on international jurisdiction [by] 
Richard A. Falk [and others]. With a 
foreword by Richard A. Falk and Robert 
J. Nordstrom. 1961. 94p. Ohio State Univ., 
$3. 
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Some of the legal questions which arise be- 
tween nations in these days of greatly in- 
creased foreign trade and occupation troops 
on foreign soil are dealt with by four jurists 


in papers presented May 13, 1960, at a Re- | 
gional Meeting of the American Society of | 


International Law at Ohio State University. 
341.59 Jurisdiction (International law)—Addresses, 
essays, lectures 61-10952 


Fromm, Erich, ed. Marx’s concept of man. 
With a translation from Marx’s Economic 
and philosophical manuscripts by T. B. 
Bottomore. 1961. 260p. Ungar, $4.75; 
paper, $1.75. 

Believing that Karl Marx’s ideas have been 
slandered and vili by many authors 
Fromm endeavors to correct prevalent mis- 
conceptions by his own commentary on Marx- 
ian ideas, by excerpts from Marx’s Economic 
and philosophical manuscripts, and by friends’ 
and relatives’ statements concerning Marx and 
his writings. The publisher claims that this is 
the first American publication of Marx’s phil- 
osophical manuscripts of 1844. 
330.1 Marx, Karl 


Frost, Raymond. The backward society. 
1961. 246p. St. Martin’s, $5. 


After discussing the general characteristics of 
the economically underdeveloped nations the 
author, an economist with the World Bank, 
makes constructive recommendations for both 
the rich countries, with surpluses to trade 
abroad, and the poor ones which are just be- 
ginning to produce for export. Adhering to 
broad principles and with few references to 
specific situations the author has indicated 
in understandable terms the international 
economic progress that can result from co- 
operation between nations of wealth and of 
want. 

338.91 Underdeveloped areas 61-6697 
Galenson, Walter. Trade union democracy 
in Western Europe. 1961. 96p. Univ. of 
California, paper, $2.25. 


Succinct study sponsored by the Fund for the 
Republic and based on interviews covering 
trade union activities of nine Western Euro- 
pean countries in 1959. Discusses the political 
arm of the trade union, existence of rival 
unions, the function of the shop steward, the 
dues collection system, the proportion of union 
to nonunion members, and other pertinent 
topics in France, Italy, Austria, Belgium, 
Holland, England, Denmark, Norway, and 
Sweden. 

331.88094 Trade-unions—Europe 61-6779 
Greenhut, Melvin L. and Jackson, Frank 
Harry. Intermediate income and growth 
theory. 1961. 376p. illus. Prentice-Hall, 
$6.25. 


The authors explain the national income the- 
ory which, they assert, evolved from the great 
depression of the 1930’s and impartially ex- 
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amine the ideas of Keynes and other eco- 
nomic thinkers who laid the theory’s founda- 
tion. The spending and saving habits of the 
public, governmental budgeting and book- 
keeping, foreign trade, taxation, and business 
cycles are some of the subjects they consider 
in relation to national income and economic 
growth. Economics for the nonacademic 
reader. 


339 Income 61-6611 


Holmes, Paul Allen. The Sheppard mur- 


der case. 1961. 332p. illus. McKay, $5. 


A reporter at the Cleveland trial of Dr. Sam 
Sheppard, who was accused of murdering his 
wife, Marilyn, in July, 1954, reviews the 
crime, the trial, Sheppard’s conviction, his 
subsequent appeals, and related matters. 
Holmes, believing the conviction of Sheppard 
was the result of ineptitude and even preju- 
dice on the part of officials charged with ad- 
ministration of justice, makes an absorbing 
story of his findings. 

364.152 Sheppard, Marilyn Reese || 
Samuel H. 


Sheppard, 
61-12750 


Smith, Robert Freeman. The United States 
and Cuba: business and diplomacy, 1917- 
1960. 1961. 256p. Bookman Associates, $5. 
A reasoned appraisal of Cuban-American re- 
lations over the past 40 years concludes that 
this instance provides a case study of US. 
diplomacy which has been characterized by 
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errors and shortsighted policies. Supported by 
a bibliography which includes many public 
documents and by ample documentation of 
textual references the report submits that the 
Cuban situation is an example of an ambiv- 
alent U.S. foreign policy which has professed 
commitment to the ideal of national self-de- 
termination but often tended to support the 
status quo in underdeveloped nations. The 
author, who teaches history at Texas Lu- 
theran College, is in agreement with other re- 
cent American critics of US. policy but 
speaks with calmness and moderation. 

327.7307291 U.S.—Foreign economic relations—Cuba 
|| Cuba—Foreign economic relations—U.S. || U.S.— 
For. rel.—Cuba || Cuba—For. rel.—U.S. 60-53477 


Tamiment Institute, New York. The future 
metropolis, ed. by Lloyd Rodwin. 1961. 
253p. diagrs. Braziller, $5. 


Twelve essays by professors of city planning, 
urban research, political science, design, and 
philosophy examine the structure, economy, 
and government of metropolitan areas today, 
suggest desirable trends, and consider the 
possibilities and impossibilities of planning 
and control of growth. A formal approach 
but a readable rounding up of current think- 
ing on city development. The essays were 
originally published in Dedalus, the journal 
of the American Academy of Arts and Sci- 
ences, Winter 1961. No index. 
301.36 Metropolitan areas || Cities and towns 
61-9964 


The United States in world affairs, 1960, 
by Richard P. Stebbins. 1961. 436p. illus. 
Harper, $6. 


As noted in the editor’s preface, this 1960 
volume of an annual which reports American 
foreign relations is “a condensed account 
which presents the essential facts with just 
enough background and comment to indicate 
their underlying significance,” an expedient 
necessitated by the increase in the interna- 
tional responsibilities of the U.S. in the 30 
years of the publication’s existence. Forei 
policy through American eyes and e 
world society open and close the global sur- 
vey. 
+327 U.S.—For. rel. || U.S—Economic policy || 
World politics || Economic condition—1918- 
(32-26065) (W) 


Viscardi, Henry. A laughter in the lonely 
night. Drawings by Charles Rowe. 1961. 
338p. illus. Eriksson, $5. 


In A man’s stature (Booxuist 49:62, O 15 52) 
and Give us the tools (Booxuist 56:110, O 
15 59) the writer told about his struggle 
against the handicap of being legless and his 
establishment of Abilities, Inc., a Long Island 
electronics plant which hires only the severely 
disabled. He now recounts in their own 
words the life stories of more than a dozen 
Abilities employees who, triumphing over 
various kinds of disability, have achieved dig- 
nity and self-fulfillment through productive 
work. Their personal histories not only 


dramatize the need of the handicapped to be 
accepted as ordinary people but also demon- 
strate the invincibility of the human spirit. 

331.59 Abilities, inc. || Physically handicapped— 
Rehabilitation—U.S. || Vocational rehabilitation— 
US. 61-11433 (W) 


500-600 PURE SCIENCE 
—APPLIED SCIENCE 


Berger, Andrew John. Bird study. 1961. 
389p. illus. Wiley, $9. 


Written for liberal arts students taking a one- 
semester course in ornithology but also use- 
ful as a source book for parents and for ele- 
mentary and high school teachers. Birds of 
North America are emphasized in this accu- 
rate, readable work that deals with the physi- 
ology of birds, field identification, bird habi- 
tats, migration, courtship and mating, the 
birth and growth of the young bird, and re- 
lated topics. Contains numerous drawings, 
charts, a bibliography, and a list of the com- 
mon and scientific names of birds. 
598.2 Ornithology 61-11513 (W) 
Bregstein, Samuel Joseph. Handbook for 
dental assistants, hygienists, and secre- 
taries. 1961. 364p. illus. Prentice-Hall, 
$6.95. 


A comprehensive, well-organized guide for 
those engaged in the occupations covered. The 
book also gives the young woman interested 
in or preparing for a career as assistant to a 
dentist a detailed account of the qualifications 
for and the duties and responsibilities of the 
job in addition to an over-all view of her 
employer’s work. 
617.6069 Dental assistants || Dental hygienists 
61-9582 


Breyfogle, William A. Speak to the earth. 
Illus. by William J. Schaldach. 1961. 174p. 
illus. Macmillan, paper-covered boards 
with cloth backbone, $3.75. 


Unpublished writings left by the author at 
his death in 1958 together with several nature 
essays that previously appeared in Frontiers, 
Natural History, and Harper’s Bazaar. Illus- 
trated by delicate pen-and-ink drawings these 
selections attest to the unity of the natural 
world and the close relationship between man 
and his environment. Old roads and fences, 
mysteries of swamps and woods, and similar 
topics capture the attention of an author who 
knows his subject and expresses himself in 
lucid, quietly poetic prose. Of special appeal 
to those who enjoyed the essays in Davis’s 
Kettle of fire (Booxutst 56:151, N 1 59). 

574.081 Nature study—Addresses, essays, poe 


Carver, Sonora and Land, Elizabeth. A 
girl and five brave horses. 1961. 208p. 
illus. Doubleday, $4.50. 

Sonora Carver’s diving act, in which horse 
and rider dived from a high tower into a 40- 
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foot water tank, was a featured performance 
at many fairs and carnivals during the 1920’s 
and 1930’s. After eight years without an acci- 
dent, Sonora dived one night with her eyes 
open, and as a result was permanently blinded. 
The courage and determination, plus a cer- 
tain amount of daredevil spirit, which had 
made Sonora a stunt performer received a 
severe test. She met it successfully and not 
only became self-sufficient in her everyday 
life but went back to diving and continued it 
for 11 more years. With its colorful circuslike 
background, this is a warm, human story with 
plenty of thrills. 
636.10888 Horse-training 61-9486 (W) 
Colman, Hila and Colman, Louis H. The 
country week end cookbook. 1961. 239p. 
illus. Barrows, $3.50. 


Besides menus and recipes this contains 
breezy advice concerning exigencies that 
arise when one entertains guests during 17 
typical country weekends, such as the foot- 
ball weekend, the hunters’ weekend, and the 
various holiday weekends. The simplifications 
of routine and the variety and distinctive- 
ness of the food suggested make this a help- 
ful book. Menu planner is included. 
641.5 Cookery || Menus 61-11829 
Consumer reports. The medicine show; 
some plain truths about popular remedies 
for common ailments, by the eds. of Con- 
sumer reports. 1961. 25lp. Simon & 
Schuster, paper-covered boards, $3.95; 
paper, $1.50. 

Accurate, clearly stated facts about aspirin, 
cold medicines, vitamin supplements, deodor- 
ants, hair dyes, tranquilizers, oral contracep- 
tives, and other remedies and products often 
misrepresented by advertisers. The names of 
effective and ineffectual products are fre- 
quently cited. The final chapters deal with 
stocking a medicine chest, selecting a family 
doctor, and choosing a hospital. Most of the 
material first appeared in Consumer Reports 
and has been revised and brought up to date. 
615.856 Medicine, Popular || Quacks and quackery 
|| Cosmetics 61-15123 


Eberhart, Beth. A crew of two. Illus. by 
the author. 1961. 286p. illus. Doubleday, 
$4.50. 

Having served in Alaska during World War 
1 the author’s husband decided to stay there, 
buy a boat, and make his living as a fisher- 
man along the rugged eastern shore. Mrs. 
Eberhart, though afraid of the water and con- 
stantly worried, endured their troubles with 
engine failure, poor catches, bad storms, and 
near shipwrecks fortified by her sense of 
humor and her appreciation of scenic beauty 
and her husband’s enjoyment of this kind of 
life. Her delightful drawings, catching the 
spirit of sea and wilderness, add charm to a 
vivacious, entertaining narrative. 

639.2209798 Fishermen—Correspondence, reminis- 
cences, etc. || Fishing—Alaska 61-8791 (W) 


Famularo, Joseph J. Supervisors in ac- 
tion; developing your skills in managing 
people. Drawings by A. S. H. Associates. 
1961. 238p. illus. McGraw-Hill, $4.75. 


The informal tone of this book on supervisory 
responsibilities is the author’s way of attract- 
ing the interest of company officials, plant 
personnel and training officers, and supervis- 
ors themselves to a consideration of newer 
techniques in employee placement, stimula- 
tion, evaluation, and counseling. While slant- 
ed toward the factory supervisor it can be 
useful to supervisors in other types of busi- 
ness organization. 

658.3124 Supervision of employees |! 
management 


Personnel 
60-15284 


Favretti, Rudy J. Growing for showing. 
1961. 142p. illus. Doubleday, $3.95. 


A manual “intended strictly for the amateur 
garden hobbyist, specifically garden club 
members, both men and women, 4-H and FFA 
members, and the neighborhood groups who 
like to show what they grow.”—Introd. A 
factual, practical handbook on cultivating, se- 
lecting, and grooming specimens of flowers, 
vegetables, and fruits in accordance with re- 
quirements generally in force at amateur 
horticultural exhibits. 

635 Gardening || Flower shows 61-8024 
Freidson, Eliot. Patients’ views of medi- 
cal practice; a study of subscribers to a 
prepaid medical plan in the Bronx. 1961. 
268p. tables. Russell Sage, $3.75. 
Investigation of the attitudes of patients in a 
Bronx neighborhood toward medical care af- 
ter experience with three types of service: a 
demonstration municipal health plan operat- 
ing within a prepaid hospital medical service 
plan; the prepaid hospital medical service 
plan itself; and the traditional independent 
fee-for-service, doctor-patient relationship. 
Information of interest to all health service 
personnel: doctors, nurses, medical secretar- 
ies, public health administrators, and social 
workers. 


610.696 Medical care, Prepaid—Bronx (Borough) 
61-13506 


Gamow, George. Biography of physics. 
1961. 338p. illus. Harper, $5.95. 


An introduction to physics for students or 
interested adult readers discusses physical 
laws and phenomena that fall within this 
branch of science in order of their discovery 
and with biographical asides on the individ- 
uals responsible for the discoveries and de- 
velopments. Illustrated largely with the 
author’s drawings. One in the “Harper mod- 
ern science series.” 


530.9 Physics—Hist. 61-6433 (W) 


Gilman, William. The language of science, 
a guide to effective writing. 1961. 248p. 
Harcourt, $4.95. 


A manual to help anyone who writes or wants 
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to write about scientific and technical sub- 
jects to do it better. The author, once an 
editor of Popular Science, wages war on jar- 
gon, big words, and turgid sentences and is 
quick to urge the breaking of writing rules 
when judgment dictates it. The book’s prac- 
tical value transcends its occasional lapses in- 
to didacticism. 


501.49 Technical writing 61-7256 


Hartt, Julian. The mighty Thor; missile 
in readiness. 1961. 271p. illus. Duell, $4.50. 
A popularly written record of the develop- 
ment and various applications of the U.S.’s 
Thor, the missile which the author believes 
is a major deterrent against a Soviet attack 
upon the West. The author is moderately suc- 
cessful in simplifying difficult technical mate- 
rial. No index. 


623.4519 Thor (Missile) 61-10390 (W) 


Helm, Thomas. Shark! Unpredictable 
killer of the sea. Illus. with photos. and 
with drawings by the author. 1961. 260p. 
illus. Dodd, $4. 


After cataloging the larger and most danger- 
ous species of shark and describing their anat- 
omy, the author explains how sharks attack 
men and the best methods of defense against 
them. Some particularly dramatic examples 
of shark attacks are related, with all their 
gory details. Later chapters describe other 
deep-sea fish, such as the barracuda and 
swordfish, and discuss shark fishing as a 
commercial enterprise. Since, as Helm points 
out, shark attacks have recently increased, 
probably because of the growth of skin div- 
ing as a sport, the book provides a timely 
warning; it will be read with enthusiasm also 
by adventure-seeking real or would-be fish- 
— Photographic illustrations are excel- 
ent. 


597.31 Sharks || Shark fishing 61-7746 (W) 


Landau, Lev Davidovich and Rumer, 


Trii Borisovich. What is relativity? 
See note on p.26. 


Nabb, Edward H. Care and repair of your 
inboard engine. 1961. 128p. illus. Chilton, 
$2.95; paper, $1.95. 

The construction and operation of diesel and 
gasoline engines are described to encourage 
correct use and avoidance of expensive re- 
pairs. Chapters also on trouble shooting and 
laying up and recommissioning boats. 

623.8723 Motor-boats—Gasoline engines || Marine 
engines 61-11070 


Rand, Austin Loomer and Rand, Rheua 
M. A midwestern almanac, pageant of 
the seasons. With illus. by Ruth Ingeborg 
Andris. 1961. 176p. illus. Ronald, $4.50. 
The dunes country on the southern shore of 
Lake Michigan is the site whose seasonal 
changes are noted here by two naturalists. 


Observations of several years are blended 
into a month-by-month record of the birds, 
insects, animals, and plants seen and heard 
as the year progresses. The simple, unpre- 
tentious presentation and appreciation of 
creatures and conditions will appeal to na- 
ture observers in a wider area than that por- 
trayed. 

574.977 Natural history—Middle West || Natural 
history—Outdoor books 61-9425 


Scharff, Robert. How to assemble boats 
from kits. 1961. 252p. illus. Putnam, 
$5.95. 

Many helpful pointers on basic boat construc- 
tion are given in the suggestions for working 
with kits of various types of crafts. The first 
chapter describes kinds of kits available and 
gives advice on selecting the one best suited 
to the individual craftsman’s skill, space, and 
time and money expenditure and the boat’s 
use. A glossary and a list of manufacturers 
but no index. 


623.8231 Boat-building 61-8349 


Stanley, Wendell Meredith and Valens, 
Evans G. Viruses and the nature of life. 
See note on p.28. 


Sullivan, Walter. Assault on the un- 
known; the International Geophysical 
Year. 1961. 460p. illus. McGraw-Hill, 
paper-covered boards with cloth back- 
bone, $7.95. 

A bird’s-eye view by a New York Times sci- 
ence writer of the investigations and experi- 
ments conducted during the International 
Geophysical Year. The purpose and signifi- 
cance of each project are clarified and the 
actual investigation presented in dramatic de- 
tail. A résumé of previous international sci- 
entific ventures opens the account and the 
international character of the series of proj- 
ects, which presented problems as well as ad- 
vantages, is stressed throughout. Comple- 
ments Chapman’s IGY: a year of discovery 
(Booxuist 56: 234, D 15 59). 


551.0621 International Geophysical Year, 1957-1958 
60-53222 (W) 


Westcott, Cynthia. Are you your garden’s 
worst pest? Illus. by Mary D. Rogick. 
1961. 305p. illus. Doubleday, paper- 
covered boards with cloth backbone, $4.50. 


Known widely as the “plant doctor” Miss 
Westcott again offers a closely packed book 
of information on plant protection and care. 
Advice includes suggestions for caution in 
arranging plants, shrubs, and trees to prevent 
spread of certain diseases and insects, protec- 
tion of plants during construction, distin- 
guishing between helpful and harmful insects, 
pruning, spraying, mulching, fertilizing as 
they affect disease and pests, and dangers of 
bringing plants into the U.S. or carrying them 
from one state to another. Miss Westcott is a 
middle-of-the-roader on use of insecticides 
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and other chemicals. The appendix includes 
tabulation of state quarantine regulations and 
Federal plant quarantines. 


635.9 Garden pests 61-10017 (W) 


700 THE ARTS 


Anderson, Kenneth. The black panther 
of Sivanipalli, and other adventures of the 
Indian jungle. 1961. 247p. illus. Rand 
McNally, $3.95. 


Authentic information about the character- 
istics and habits of animals found in Indian 
jungles, particularly panthers, tigers, and ele- 
phants. ile the author devotes some space 
to his hunting experiences, his chief interest 
is in observing these animals in their natural 
habitat, and he urges his readers to use cam- 
eras rather than guns to collect trophies. 

799.2954 Hunting—India || Panthers 61-4040 


Bock, Jerry. Tenderloin; a new musical 
comedy. Book by Jerome Weidman and 
George Abbott. Lyrics by Sheldon Har- 
nick. 1961. 144p. illus. Random, paper- 
covered boards with cloth backbone, $3.50. 


A musical comedy involving a minister’s cam- 
paign against the sinful Tenderloin district 
in New York City. Prostitutes, churchgoers, 
corrupt police officials, and a young man who 
turns to honesty are supporting cast members 
in a lively drama set in the late nineteenth 
century and based on Samuel Hopkins Adams’ 
novel of the same title (Booxuist 55: 286, F 1 
59). 
782.812 Musical revues, comedies, etc.—Librettos 
61-8956 


Disston, Harry. Know about horses; a 
ready reference guide to horses, horse 
people, and horse sports. Illus. by Jean 
Bowman. 1961. 216p. illus. Devin-Adair, 
$6.95. 

Designed for both amateur and professional 
riders this well-organized guide gives “essen- 
tial basic information concerning the princi- 
pal equestrian activities in the United States 
and Canada, and some fundamentals concern- 
ing the anatomy, nature, care and history of 
the horse.”—Preface. Key words in each 
chapter are in boldface type; drawings and 
glossaries supplement the text. Material on 
the U.S. Cavalry, the work of the American 
cowboy, mounted police, escort, and drill is 
also included as are a test of horsemanship 
and a list of riding organizations. Subject 
bibliography and index. 
798.2 Horses || Horsemanship 59-13561 
Ecker, Tom. Championship: track and 
field, by 12 great coaches. Ed. by [the 
author]. The coaches: F. X. Cretzmeyer 
[and others]. 1961. 204p. illus. Prentice- 
Hall, $5.65. 

“In this one volume . . . twelve of the most 
successful track coaches in America have 


collaborated in bringing their time-tested 
coaching methods to the coaches and athletes 
of this country.”—Preface. The data, collect- 
ed by tape-recorded interviews, then written 
and edited by Ecker, himself a cross-country- 
run coach, cover for each track event treated 
such points as physical qualifications, correct 
form, standards for workouts and precompe- 
tition rest, and competition advice. Illustrat- 
ed by action photographs. 


796.42 Track-athletics 61-11943 (W) 


Eldjarn, Kristjan (Porarinsson). Icelandic 
art. 1961. 14p. 70 plates (part col.) 11% 
in. Abrams, paper-covered boards with 
cloth backbone, $8.50. 


Seventy illustrations, some in color, of objects 
which most typically display the unique char- 
acteristics of Icelandic art form the bulk of 
the book, introduced by a text which dis- 
cusses media, materials, and their Scandi- 
navian sources. Wood carvings, needlework, 
lacemaking, illuminated manuscripts, metal- 
work, and paintings on wood are among the 
forms of art presented. 

709.491 Art—lIceland || Christian art and symbol- 
ism 61-5785 


Frey, Hank and Frey, Shaney. 130 feet 
down; handbook for hydronauts. Draw- 
ings by Shaney Frey. 1961. 274p. illus. 
Harcourt, $6.50. 


Stressing safe practice for both novice and 
experienced divers the authors, themselves 
divers, devote the first two chapters to skin- 
diving equipment and technique and the 
two following to self-contained underwater 
breathing apparatus (scuba) and its correct 
use. The remaining seven chapters cover oth- 
er forms of diving than skin and scuba, hu- 
man physiology under water pressure, crea- 
tures of the deep dangerous to divers, the 
submarine pursuit of hobbies like photog- 
raphy and art, and vocational applications of 
diving. Photographs, diagrams, and charts. 
Appendix contains, among other features, a 
“Medical examination form” for physicians to 
use in determining divers’ physical fitness, a 
list of state and regional councils of the Un- 
derwater Society of America, and a bibli- 
ography. 


797.23 Diving, Submarine 61-7687 (W) 


Gordon, Hampden. The lure of antiques: 


looking and learning today. 1961. 130p. 
illus. Macmillan, paper-covered boards, 
$3. 

A capsule guide to collecting antique English 
furniture, glass, pottery, silver, and French 
paperweights, a special field of current in- 
terest. Unassuming but knowledgeable it pro- 
vides background information for the finan- 
cially modest collector who wants to select 
discerningly in one or all of these fields. 
Black-and-white plates, a list of English col- 
lections open to the public, and a short bib- 
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liography of modern books on the indicated 
subjects. 

708.051 Collectors and collecting || Art objects— 
Collectors and collecting 61-4238 


Satow, Y. Ernest. Taking pictures after 
dark. 1961. 119p. illus. Amphoto, paper- 
covered boards, $2.50. 
A concise but comprehensive manual on night 
photography by an experienced photographer 
and writer on photographic techniques. Ex- 
plains up-to-date methods using the latest 
high-speed films, developers, and lenses, and 
gives instructions for dealing with underil- 
luminated situations. Insubstantial binding 
for library use. 
778.719 Photography—Handbooks, manuals, etc. 
60-15901 


Stevens, Denis William, ed. A history of 
song. 1961. 491p. illus. Norton, $7.50. 


A history of the secular art song of the West- 
ern world from the Middle Ages to the pres- 
ent. Gilbert Reaney and the editor are re- 
sponsible, respectively, for the approximately 
50-page essays which suffice for the Middle 
Ages and the Renaissance; David Cox, Arthur 
Jacobs, Gerald Abraham, Philip Radcliffe, 
Hans Nathan, Anthony Milner, and Gilbert 
Chase contribute one or more chapters each 
on the changing styles and patterns of songs 
in 15 modern European countries, the US., 
and Latin America. A technical work for 
music libraries and large collections. 


784.09 Songs—Hist. & crit. 61-5622 


TidbaJl, Harriet. The weaver’s book; 
fundamentals of handweaving. 1961. 173p. 
illus. Macmillan, $5.50. 


Comprehensive, clearly stated guidance on 
the basic techniques of weaving. Information 
is also given on selecting a loom, yarns, de- 
signing, and conventional proportions for 
various articles. The book is an excellent ref- 
erence source for the beginner, even the one 
with a good teacher, and for the experienced 
weaver. 


746.1 Hand weaving 60-13222 


800 LITERATURE 


Buckingham, Naida and Etter, Ingrid. 
Straw in my camel’s hair. Line sketches 
by Anne Cleveland. 1961. 214p. illus. 
Dutton, paper-covered boards, $3.75. 


Coauthored by an English journalist this di- 
verting account tells of the adventures of a 
young woman who served as secretary to an 
Arabian king during his visit to Geneva. The 
king’s large retinue of excitable sheiks, the 
ordering of 250 colored toilets, the mysterious 
arrival of German midwives, and the havoc 
caused by a group of armed desert warriors 
are only a few of the personalities and events 
ames in an amusing and lively chron- 
icle. 


818.54 61-10837 


Buranelli, Vincent. Edgar Allan Poe. 
ay 157p. Twayne, paper-covered boards, 
3.50. 


A critical work that makes use of the latest 
literary research but draws its own interpre- 
tation of Poe as writer and thinker. The ma- 
jor aspects of Poe’s work and influence are 
treated as are the parts of his life which 
have direct bearing on his work. Notes and a 
bibliography conclude a concise, informative 
study for students and other interested read- 
ers. One in “Twayne’s United States authors 
series.” 


818.3 Poe, Edgar Allan 61-9855 


Burbank, Rex. Thornton Wilder. 1961. 
156p. Twayne, paper-covered boards, 
$3.50. 

A critical study of Thornton Wilder that at- 
tempts “to clear away some of the critical 
platitudes that have obscured him, to measure 
his achievement against his total artistic in- 
tent, and to place him where he belongs in 
the American tradition.”—Preface. Wilder’s 
five novels and four full-length plays are an- 
alyzed in detail and the shorter plays are 
briefly described and discussed; a final chap- 
ter reviews the writer’s limitations and 
achievements. Notes, bibliography, chronol- 
ogy. One in “Twayne’s United States authors 
series.” 


813.52 Wilder, Thornton Niven 61-9854 


Delaplane, Stanton. And how she grew. 
1961. 250p. illus. Coward-McCann, $3.95. 


Taken largely from the author’s syndicated 
newspaper column, these short essays give a 
sophisticated, witty picture of suburban fam- 
ily life. While the author-father is the hero, 
his leading lady is his daughter, and a suc- 
cession of amusing incidents show her pro- 
gression from babyhood to teen-ager. Pets, 
car pools, homework, telephone conversations, 
and camping trips are among the topics treat- 
ed, sometimes satirically but always with good 
humor. 
817.52 61-5417 
John Steinbeck. 1961. 
paper-covered boards, 


French, Warren. 
190p. Twayne, 
$3.50. 

A thorough, critical survey of Steinbeck’s 
novels taken in order of publication. This 
treatment places the novelist’s creative peak, 
The grapes of wrath, appearing in 1939, in the 
center of the book where it overshadows sub- 
sequent fiction and makes French plaintive 
about Steinbeck’s literary future. One in 
“Twayne’s United States authors series.” 
813.52 Steinbeck, John 61-9853 


Hall, Donald. String too short to be saved. 
Viking, $5. Publication date September 
15. 


Rural New Hampshire before the inroads of 
mechanization is revived through the stories 
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told by the author’s grandfather about neigh- 
bors and friends of a half century or so ago 
and through the author’s memories of child- 
hood summers in the 1940’s spent with his 
grandparents. Agreeably nostalgic but with a 
fine thread of social commentary the book 
reflects aspects of the American scene of a 
wider range than New Hampshire and will 
have appeal accordingly. 

Entered from galley proofs. Full imprint, classifica- 
tion, subject headings, and L.C. card number will 
be given when the finished book is available. 


Hardy, Thomas. Selected poems. Ed. and 
with an introd. by John Crowe Ransom. 
1961. 134p. Macmillan, $4.50; paper, $2.25. 
The neatly constructed, spare, and contem- 
plative poems of Thomas Hardy selected and 
introduced with an essay by John Crowe Ran- 
som who appreciates Hardy’s ironic climaxes 
and his almost cheerful preoccupation with 
death. Index of titles is a welcome reference 
aid. 

61-7054 


Hegarty, Edward J. Red-hot public speak- 
ing. 1961. 179p. illus. Prentice-Hall, 
$4.95. 


Breezy, sometimes slangy advice on how to 
make a speech, by a successful public speak- 
er. The unconventional approach gives new 
emphasis to familiar precepts on how to or- 
ganize, present, and vitalize material. Some 
fresh ideas on such subjects as notemaking 
and visual aids are included. Principal appeal 
is to men. 


808.52 Public speaking 61-10011 


Lardner, John. The world of John Lard- 
ner, ed. by Roger Kahn, with a pref. by 
Walt Kelly. 1961. 224p. Simon & Schuster, 
$4.50. 


Pieces by the late John Lardner, most of 
which previously appeared in Newsweek, 
Sport, the New Yorker, and other periodicals. 
Sports pieces, a satire on Jack Paar, a por- 
trait of Charles Lindbergh, articles written 
as a war correspondent, and hitherto unpub- 
lished selections on drinking in America in- 
dicate the author’s broad interests and re- 
veal his gifts as an observer and writer. Trib- 
utes by Walt Kelly and Roger Kahn begin 
and end an extremely interesting collection. 

817.52 61-12847 (W) 


Les Tina, Dorothy. Icicles on the roof. 
1961. 181p. Abelard-Schuman, $3.95. 


The author, bride of an Army flyer, left her 
New York job and Greenwich Village apart- 
ment to join her husband at his post in the 
tundra region of southeastern Alaska. Since 
his duties kept him away from home for 
prolonged periods she was alone much of the 
time. Fortunately, her personal resources were 
equal to the situation—she adopted unusual 
pets, worked at making an attractive home 
out of a quonset hut, and never felt sorry 


for herself. Her philosophical maturity, keen 
sense of humor, and good sportsmanship make 
an entertaining book out of material that in 
itself is not important. 

818.54 Alaska—Soc. life & cust. 61-6660 (W) 
Littell, Robert. It takes all kinds. 1961. 
247p. Reynal, $4. 


A collection of articles, on a variety of sub- 
jects, which appeared inythe Reader’s Digest. 
As a reporter for that magazine the author 
has spent most of his time since 1949 in west- 
ern Europe, and many of these stories de- 
scribe his experiences in France, England, 
Berlin, and West Germany. Though slight, 
they have human interest and timely appeal 
and will be enjoyed as casual reading. 

818.52 61-10555 (W) 


Mann, Thomas. The story of a novel; the 
genesis of Doctor Faustus. Tr. from the 
German by Richard and Clara Winston. 
1961. 252p. Knopf, paper-covered boards 
with cloth backbone, $4. 

In this autobiographical account first pub- 
lished in German the late Thomas Mann de- 
scribes his life during the World War 1 pe- 
riod in which he wrote Doctor Faustus. Vis- 
itors in Mann’s California home, trips to other 
parts of the U.S., and the novelist’s success- 
ful major operation in Chicago are important 
elements but the birth and development of 
Doctor Faustus is the focal point of a book 
having special interest for the Mann devotee. 


833.912 Mann, Thomas. Doktor Faustus. || Authors 
—cCorrespondence, reminiscences, etc. 61-11074 


Masterton, Elsie. Off my toes. 1961. 298p. 
Little, paper-covered boards, $4.50. 

The author of Nothing whatever to do (Boox- 
LIST 53: 223, Ja 1 57) and Blueberry Hill cook- 
book (Booxuist 56:21, S 1 59) describes fur- 
ther experiences at Blueberry Hill Farm. She 
writes entertainingly, humorously, and some- 
times quite seriously about various aspects of 
the summer resort business in Vermont—diffi- 
culties with the plumber, servants and their 
peculiarities, the idiosyncrasies of guests, 
cooking and marketing blueberry jam—and 
on such personal problems as illness, an op- 
eration, and financial troubles. 
818.54 61-12806 
Ortega y Gasset, José. Meditations on 
Quixote. With introd. and notes by Julian 
Marias. Tr. from the Spanish by Evelyn 
Rugg and Diego Marin. 1961. 192p. Nor- 
ton, $4.50. 


The first English translation of a book—the 
author’s first—published in Spain in 1914. An 
introduction by one of Ortega’s foremost fol- 
lowers prefaces a work that not only illumi- 
nates the novel Don Quixote but sets forth 
the basic themes of Ortega’s philosophy. Of 
special interest to Ortega’s followers and 
others seriously interested in philosophy and 
literature. 

864.62 Aesthetics || Fiction 61-5619 
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Peterson, Virgilia. A matter of life and 
death. 1961. 334p. Atheneum, $5. Publi- 
cation date September 12. 

In this autobiographical narrative addressed 
to her dead mother a book reviewer-lecturer 
writes with unusual frankness of the emotions 
and events that have shaped her life. Showing 
herself to be a fluent if discursive writer, a 
person given to self-analysis, and a woman 
of many parts and experiences the author 
makes it overwhelmingly clear that her un- 
happy relationship with her mother has had a 
decisive and disturbing effect on her attitude 
toward life and her relationships with other 
persons. A psychological portrait of partic- 
ular interest to women readers. 


818.52 61-12792 (W) 


Scott, Winfield Townley. Exiles and fab- 
rications. 1961. 215p. Doubleday, $3.95. 


An interesting collection of essays by a well- 
known poet who recently moved to Santa Fe 
from his native New England. Boyhood years 
in Newport, Rhode Island, Emily Dickinson’s 
secret love, Thorton Wilder’s play Our town, 
a friendship with Edwin Arlington Robinson, 
a visit to Hannibal, Missouri, and Santa Fe 
as seen through Eastern eyes are some of the 
diverse subjects that engage the author’s re- 
flective attention. Discerning, well-written 
pieces some of which have appeared in the 
American Scholar, the New England Quarter- 
ly, and other periodicals. 

814.52 American literature—Addresses, essays, lec- 
tures 61-9549 


Wright, Austin, ed. Victorian literature; 
modern essays in criticism. 1961. 377p. 
Oxford, paper, $2.25. 


A collection of 28 essays, reprinted from vari- 
ous sources, in which twentieth-century crit- 
ics appraise Victorian literature. The selec- 
tions date from 1928 to the present, the major- 
ity in the 1950’s; four are general while the 
remainder deal with one author each, and in 
some cases with a single work. Lord David 
Cecil, F. L. Lucas, Logan Pearsall Smith, Vir- 
ginia Woolf, A. L. Rowse, T. S. Eliot, and 
Cleanth Brooks are some of the critics who 
exemplify the current trend toward a higher 
evaluation of Victorian writers. 

820.903 English literature—19th cent.—Addresses, 
essays, lectures 61-5078 


900 HISTORY 


Azoy, Anastasio Carlos Mariano. Charge! 
The story of the Battle of San Juan Hill. 
1961. 182p. illus. Longmans, $3.95. 

The sinking of the U.S.S. Maine opens this 
readable, simply written account that high- 
lights the July 1, 1898, Battle of San Juan 
Hill. The recruitment of U.S. soldiers, the 
gathering of the Army in Florida, the landing 
and first fighting in Cuba, and the decisive 
battle and its aftermath are concisely yet dra- 
matically described. An interesting overview 


but lacks the power and immediacy of Post’s 
The little war of Private Post (Booxuist 56: 
441, Mr 15 60). 


973.8933 San Juan Hill, Battle of, 1898 61-11303 


Barker, Alan. The Civil War in America. 
1961. 182p. illus. Doubleday, $2.95. 


After viewing various ways in which the Civil 
War has been interpreted by historians an 
English historian writes concisely and author- 
itatively of the war’s political background and 
causes, discusses it from the Northern and 
Southern viewpoints, and speaks briefly of 
the Reconstruction Era. A fresh, stimulating 
appraisal concerned chiefly with the causes 
of the Civil War and its significance in his- 
tory. The book originated with a series of 
lectures delivered at the University of Cam- 
bridge in 1955; a time chart and annotated 
bibliography are appended. 
973.7 U.S.—Hist.—Civil War 
1877 


U.S.—Hist.—1849- 
61-11594 


Baudin, Louis. A socialist empire; the 


Incas of Peru. Tr. from the French by 
Katherine Woods; ed. by Arthur Goddard. 
. 442p. illus., maps. Van Nostrand, 


A French economist’s scholarly examination 
of the Inca empire which he considers the 
only available example of applied socialism 
on a grand scale and hence a source of val- 
uable lessons for today’s Europe which he 
sees trending toward general syndicalism, con- 
trolled economy, and the destruction of indi- 
viduality and of the elite. A 43-page, multi- 
lingual bibliography, a voluminous section of 
notes, and an essay on the historical sources 
of information about the Incas account for 
nearly half the book; at the same time a read- 
able style and broad outlook re-create the 
Inca world so vividly that the account will 
interest thoughtful general readers as well as 
economists, historians, and ethnologists. 
985.01 Incas || Indians of South America—Peru 
61-3532 


Berlin, Sven. I am Lazarus. With 8 draw- 
ings by the author. 1961. 209p. illus. 
Norton, paper-covered boards with cloth 
backbone, $3.95. 


The journal of an Englishman who saw com- 
bat in France and Holland as a noncommis- 
sioned officer in a World War 1 artillery regi- 
ment. Samples of the author’s poetry and 
drawings complement a book in which the 
world of combat is etched with realism and 
sensitivity. An unusual book interesting not 
only as one man’s record of war but for its 
insights into the author’s personality and 
thinking. 

940.548142 World War, 
tives, English 


1939-1945—Personal narra- 
61-11338 


Cameron, James. The African revolution. 
1961. 279p. illus. Random, $3.95. 
A British journalist’s timely report on Africa 
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emphasizes the many changes created by an 
African revolution that is ‘ ‘organic, changing, 
developing before our eyes.”—Foreword. 
Some background history is included but to- 
day’s events—and their significance—are giv- 
en chief consideration. South Africa and the 
Congo receive more detailed treatment than 
the other countries, but in each instance the 
author gives a clear, if necessarily concise, 
picture of the African political scene. 

950.3 Africa—Hist. 61-13844 (W) 


Delf, George. Jomo Kenyatta: towards 
truth about “The Light of Kenya.” 1961. 
215p. Doubleday, paper-covered boards 
with cloth backbone, $3.95. 


An effectively written biography of the Kenya 
leader convicted in 1953 for leading the Mau 
Mau rebellion. Though not allowed to visit 
Kenyatta the author states that the leader’s 
relatives and friends helped to fill in bio- 
graphical information. Tribal background, 
study and political work in England, the 
struggle to win political rights for the Afri- 
cans in Kenya, the Mau Mau uprising, and 
subsequent imprisonment are viewed as major 
stages in a varied career. The English author 
writes in the belief that Kenyatta has the 
experience and capacity to bring order to 
Kenya’s political scene and lead the country 
toward a common purpose. 


967.62 Kenyatta, Jomo 61-10348 (W) 


Dockstader, Frederick J. Indian art in 
America; the arts and crafts of the North 
American Indian. 1961. 224p. illus. (part 
mounted col.) map. 11% in. New York 
Graphic Society, $25. 


This illustrated study covers the development 
of Indian arts from Alaska to Florida and in- 
cludes some work of the Eskimos. The in- 
troduction makes enlightening observations 
on the Indian as an artist and characteristics 
of Indian art before and after contact with 
the white man. The illustrative photographs 
are grouped to show work before the white 
man came and after, and a short note ac- 
companies each of the 248 illustrations to 
explain origin, use, or development in style 
or technique of the sculpture, painting, tex- 
tile, woodwork, or other type of work shown. 
A handsome book although some of the color 
photographs are highly keyed. 

970.67 Indians of North America—Art || Indians of 
North America—Indus. 60-8921 


Eggers, Reinhold. Colditz; the German 
side of the story. Tr. and ed. by Howard 
Gee. 1961. 190p. illus. Norton, $3.95. 

A former officer at Colditz, a well-publicized 
German prisoner-of-war camp during World 
War u, tells the story of the prisoners who 
did not escape. Far from being a vindication 
of Colditz’s security measures—although it 
had harbored men who reached best seller- 
dom with books about their spectacular es- 
capes—this is a low-pitched, humorous recital 


of German military correctness versus French, 
English, Dutch, and Polish intractability and 
ingeniousness. 

940.547243 World War, 1939-1945—Prisoners and 
prisons, German || Colditz, Ger. Castle 61-8782 


Eisenschiml, Otto. The hidden face of the 
Civil War. 1961. 319p. illus. Bobbs- 


Merrill, paper-covered boards with cloth 
backbone, $5 


Muckraking the conduct of the Civil War with 
specific attention to the strategy of Lincoln, 
Jefferson Davis, Grant, Lee and the lesser 
Union and Confederate generals, the author 
would obviously have the reader believe the 
conflict was muddled through rather than 
won. A controversial book by a somewhat 
cranky authority but one which has a place 
in the large Civil War collection. 


973.73 U.S.—Hist.—Civil War 61-7899 (W) 


Forcey, Charles. The crossroads of lib- 
eralism; Croly, Weyl, Lippmann, and the 
progressive era, 1900-1925. 1961. 358p. 
Oxford, $7. 


A popularly written study covering the po- 
litical philosophies of the New Republic's 
three founders, Croly, Weyl, and Lippmann, 
and the tactical shifts in the magazine’s atti- 
tudes on public matters during its adolescence 
as a journal of liberal opinion. More detailed 
than Harbaugh’s Power and responsibility, 
below, in its account of Theodore Roosevelt’s 
role in the American liberal movement. 

973.91 US—Pol. & govt.—1901-1953 || Croly, 
Herbert David || Weyl, Walter Edward || Lippmann, 
Walter 61-8370 


Gunther, John. Inside Europe today. 1961. 


376p. illus. Harper, $4.95. 


The author of Inside Europe (Booxuist 36: 287, 
Mr 15 40) presents a completely new book in 
which he surveys issues, problems, and per- 
sonalities in a number of contemporary Euro- 
pean countries. Germany, England, and Rus- 
sia receive most attention but the satellite 
nations, France, Belgium, Spain, Italy, Aus- 
tria, and others are discussed. Although large- 
ly political in tone the book also mirrors so- 
cial and economic changes of the past quar- 
ter century. A highly readable work that 
presents a great deal of information within a 
relatively short space. Maps and index. 

940.55 Europe—Politics—1945- 61-9706 (W) 


Gurney, Gene. Journey of the giants. 
1961. 280p. illus. Coward-McCann, $4.95. 
Another belated segment of U.S. World War 
1m history, the development from drawing 
board to air action of the B-29. the airplane 
that dropped 147,000 tons of bombs on Japan 
in a little more than a year from bases in 
China. Expertly told in popular style this has 
special interest for men readers. 


940.544973 World War, 19°9-1945—Aerial 


opera- 
tions, American || B-29 bomber 


61-8253 (W) 
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Halasz, Nicholas. Roosevelt through for- 
eign eyes. 1961. 340p. Van Nostrand, $6. 


Myriad direct and indirect quotations are 
pieced together to show what the people of 
other countries read about Franklin Delano 
Roosevelt from 1932 when he became the 
Democratic Presidential candidate to April 
1945 when he died. Halasz has utilized news- 
paper stories, magazine articles, and books by 
European, Asiatic, and Australian journalists, 
making interesting choices of material from 
both Axis and Allied sources when he reaches 
the World War 1 years. The various pictures 
of Roosevelt, despite the frequent changes of 
ocus, make an accurate and unified progress 
report of 13 critical years in US. history. 
973.917 Roosevelt, Franklin Delano, Pres. U'S. 
61-16106 


Harbaugh, William Henry. Power and re- 
sponsibility; the life and times of Theodore 
Roosevelt. 1961. 568p. illus. Farrar, $7.50. 


A comprehensive, well-balanced, and lively 
account of Theodore Roosevelt’s life which 
was peculiarly meshed, beginning with his 
first term in the New York State Assembly 
in 1882 and ending with his death in Janu- 
ary, 1919, with the history of his country. 
The author’s estimate of the Colonel’s com- 
plex and often puzzling personality is both 
piercing and just. Essay-type bibliographic 
notes. 
973.911 Roosevelt, Theodore, Pres. U.S. 
61-10128 (W) 


Heppell, Muriel and Singleton, Frank B. 
Yugoslavia. 1961. 236p. illus. Praeger, 
$5.95. 

An outline history of the six Balkan countries 
which comprise today’s Federal People’s Re- 
public of Yugoslavia. Muriel Heppell wrote 
the first part of the book, covering the years 
to the outbreak of World War 1. Frank B. 
Singleton is responsible for the second, which 
deals with the modern state. Useful to pros- 
pective tourists to Yugoslavia as well as those 
who wish a clearer picture of Tito’s domain. 
Annotated bibliography and folded maps. 
949.7 Yugoslavia—Hist. 61-6385 


Hough, Richard Alexander. The Potemkin 
mutiny. 1961. 190p. illus. Pantheon, $3.95. 
An exciting if little-known precursor of the 
Russian Revolution, a capsule revolt aboard 
the Czar’s battle hip, the Potemkin, June 27- 
July 8, 1905. is the shiect of a popularly writ- 
ten book. The capsule exploded into a full- 
scale insurrection in which thousands of citi- 
zens died when the Potemkin’s mutineers in- 
volved. the Black Sea port of Odessa in their 


venture. The author handles history sus- 
pensefully. 
947.08 Kniaz’ Potemkin Tavricheskii (Armored 


cruiser) || Russia—Hist.—Revolution of 1905 
61-10031 


910 GEOGRAPHY AND TRAVEL 


Adams, Ben. San Francisco: an informal 
guide. Illus. by Charles Mattox. Hill & 
Wang, $3.95; paper, $1.95. Publication 
date October 2; paper, September 25. 


A guide that includes well-known sights and 
tourist facilities but places emphasis on the 
less well-known attractions of San Francisco. 
Historical landmarks, Chinatown and other 
cities within a city, restaurants, bars, night 
spots, stores, the arts, hotels, and parks are 
some of the categories surveyed. Addresses, 
telephone numbers, and prices, together with 
descriptive and personal comments make this 
an unusually interesting and helpful book for 
residents as well as tourists. Includes maps, 
points of interest in the Bay Area, and a cal- 
endar of San Francisco events. 

Entered from galley proofs. Full imprint, classifi- 
cation, subject headings, and L.C. card number will 
be given when the finished work is available. 


Anderson, Wiliam Ashley. Angel of Hud- 
son Bay, the true story of Maud Watt. 
1961. 217p. illus. Dutton, $4.50. 


Maud Watt, an attractive Canadian girl of 
Irish-French descent, went as the bride of 
a Hudson’s Bay Company manager to a post 
in northern Canada during World War 1, when 
conditions were still primitive and the strug- 
gle against weather and lack of communica- 
tion made for an exciting and dangerous life. 
When the fur supply diminished and the In- 
dians of the region were threatened with 
starvation, she and her husband did every- 
thing possible to alleviate poverty and im- 
prove their conditions, even to the point of 
fighting company policies. Jim Watt’s plan 
to create a game preserve and thus insure the 
future supply of fur-bearing animals suc- 
ceeded, but only against tremendous odds. 
This book is a tribute to the Watts for their 
work in promoting friendly and just treat- 
ment of the Indians and in starting the game 
conservation movement in Canada. 

917.12 Watt, Maud (Maloney) || Frontier and 
pioneer life—Hudson Bay || Indians of North 


America—Hudson Bay || Rupert House, Que. 
61-6007 (W) 


Eskelund, Karl. The forgotten valley; a 
journey into Nepal. 1961. 187p. illus. 
Taplinger, paper-covered boards, $4.95. 

The Danish author attempts to evaluate, in 
this mainly lighthearted reporting of a stay 
in Katmandu, the capital city, the effect of 
seven years’ quasi-democratic government 
and of American aid on Nepal. His observa- 
tions on these and other topics and his ac- 
counts of relationships with various Nepalese 
have a certain superficiality which lessen the 
book’s value; nevertheless libraries may need 
it for, as Eskelund points out, there is little 
in print concerning Nepal. 
915.426 Nepal—Descr. & trav. 


Freuchen, Peter. Book of the Eskimos. 


60-13129 
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Ed. and with a pref. by Dagmar Freuchen. 
1961. 441p. illus. World, $7.50. 


Many on-the-spot reports, later expanded and 
rewritten, are included in this absorbing book 
by a veteran Danish explorer who died in 
1957. Freuchen shares a rich fund of informa- 
tion about the history of the Eskimo people, 
their way of life, love and marriage, beliefs 
and legends, and other aspects of a society 
in which he lived for many years. Anecdotes 
and tales have an important place in a book 
that, both entertaining and informative, pre- 
sents an authentic, colorful portrait of a 
people. Portions of the book have appeared 
elsewhere, one of them in the American 
Weekly. 


919.8 Eskimos 61-5815 (W) 


Hillary, Sir Edmund. No latitude for 
error. 1961. 255p. illus. Dutton, $5.50. 


The conqueror of Mt. Everest describes his 
role as partner with Sir Vivian Fuchs in the 
Trans-Antarctic Expedition of 1956-1958 and 
the role of his group in carrying out the 
project. Sir Vivian accomplished the first 
crossing of the subcontinent from Shackle- 
ton Base to Scott Base via the South Pole but 
Sir Edmund and his men completed the first 
overland trek from Scott Base to the South 
Pole in farm tractors. Excitement for adven- 
ture-minded readers. 
919.9 Trans-antarctic Expedition, 1955-1958 
61-11015 (W) 


Linker, Hal and Linker, Halla. Three 
passports to adventure. 1961. 312p. illus. 
Doubleday, $4.50. 
The author, his wife, and small son have 
traveled over most of the world photograph- 
ing strange people and places for lectures 
and television programs. This is an informal 
account, covering about eight years, of trips 
to such places as Pakistan, Iceland, Cuba, 
the Congo, New Zealand, and the Far East. 
Their observations are superficial, but their 
experiences are varied and interesting. Illus- 
trated with many excellent photographs. 
910.453 Voyages and travels—1951- 

61-8896 (W) 


Machetanz, Sara. The how! of the male- 
mute; the story of an Alaskan winter. 
Photos. by Fred Machetanz. 1961. 204p. 
illus. Sloane, paper-covered boards with 
cloth backbone, $3.95. 


The author and her husband spent a winter 
in the tiny Alaskan community of Unalakleet, 
on the Bering Strait, for the purpose of mak- 
ing a documentary film on the life and train- 
ing of Malemutes, or sled dogs. Their ex- 
periences in raising a litter of nine puppies 
and developing a team make a lively story, 
concerned not only with training and 
photographing the dogs, but also with fight- 
ing the cold, keeping house under primitive 
conditions, and leading quite a full social life 
among their friends and neighbors, the Eski- 


mos. Illustrated with photographs. The author 
is known for her books for children. 

917.98 Eskimos || Native village of Unalakleet || 
Eskimo dogs || Machetanz, Frederick 61-8793 (W) 


Matthiessen, Peter. The cloud forest: a 
chronicle of the South American wilder- 
nesses. Viking, $6.50. Publication date Oc- 
tober 9. 


The Amazon valley from mouth to source, 
high forests of the Andes, remote islands of 
Tierra del Fuego, isolated communities of 
Mato Grosso, and similar areas are described 
in this chronicle of a trip made to what the 
author terms the “mysterious continent of 
South America.” The inhabitants—usually 
Indians—animals, birds, and vegetation of 
these hinterlands are viewed with genuine 
interest and appreciation, rather than super- 
ficial curiosity. Although he belittles the dan- 
gers of travel in the wilds Matthiessen closes 
his narrative with an account of a fossil- 
hunting expedition that entailed typical trav- 
el-adventure hazards and dangerous encoun- 
ters. Appeared in part in the New Yorker. 

Entered from galley proofs. Full imprint, classifi- 
cation, subject headings, and L.C. card number will 
be given when the finished book is available. 


Miller, Helen Day (Hill). Greek horizons. 
1961. 255p. illus. Scribner, $6.95. 


Past and present are interwoven in this well- 
written book by an American journalist who, 
finding no book that set the stage for Greece, 
wrote her own after returning to the US. 
Particularly interested in what archaeological 
discoveries tell about ancient Greece, Mrs. 
Miller begins her trip in Athens and goes on 
to Cape Sounion, Delos, Delphi, Olympia, 
Crete, and other historical sites. A percep- 
tive introduction to yesterday’s Greece that 
also reflects light on the present scene. Hand- 
some black-and-white photographs supple- 
ment the text and a bibliography and chron- 
ology are appended. 

914.95 Greece, Modern—Descr. 
| Civilization, Greek 


& trav.—1951- 
61-7219 (W) 


Roberts, Jesse David. Bears, Bibles, and 
a boy; memories of the Adirondacks. Illus. 
by Gil Walker. 1961. 256p. illus. Norton, 
paper-covered boards with cloth back- 
bone, $3.95. 


The unpretentious autobiography of a man 
who grew up in the late nineteenth and 
early twentieth centuries in what was then 
a remote part of the Adirondack Mountains. 
It is a record of a family living under rugged 
pioneer conditions, where bear hunts were not 
only the most exciting events in their lives 
but were a necessary evil often ending in 
tragedy. The book ends when the author, 
after working his way through high school 
and college, marries and settles down as a 
small-town preacher. The hunting and trap- 
ping aspects of the story will appeal] especially 
to men, but it is probably most valuable as a 
description of a way of life that no longer 
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exists—unmechanized, almost primitive, but 
wholesome. 

917.4751 Warren Co., N.Y.—Soc. life & cust. || Bear 
hunting || Roberts, Edwin 61-7482 (W) 


Seidensticker, Edward. Japan, by Edward 
Seidensticker and the eds. of Life. 1961. 
160p. illus. 11 in. Time, distributed by Life 
Book Dept., 540 N. Michigan Ave., Chic. 
11, paper-covered boards, $2.95. 

Like its predecessors in the “Life world 
library” series this is a brief, eye-catching, 
and authoritative survey of a country and its 
people. A chronology and a diversified list 
of books for further reading cap a report 
which owes as much to the photographs, some 
in color, by Life photographers as to a 
smoothly flowing text by an author who has 
studied and taught at the University of Tokyo 
during more than 13 years of residence in 
Japan. 


+915.2 Japan—Soc. life & cust. 61-14361 (W) 


Sheldon, Walter J. Enjoy Japan. Illus. by 
ry Yamazaki. 1961. 193p. illus. Tuttle, 
2.75. 

An American who has lived in Tokyo since 
1951 ranges over a wide variety of topics in 
this highly informal survey of Japanese life. 
The gods, geisha, inns, festivals, the white- 
collar worker, food, and the Japanese 
character are, with other subjects, discussed 
by an author who offers a pleasant potpourri 
of facts and comments for tourists and others 
interested in Japan. An introductory account 
far less comprehensive than Maraini’s Meet- 
ing with Japan (Booxuist 55:618, J] 15 59). 
915.2 Japan—Descr. & trav.—1945- 60-15609 


920 OR B BIOGRAPHY 


Carlova, John and Ruggles, Ora. The heal- 
ing heart. 1961. 256p. Messner, $3.95. 
Biography of a pioneer in occupational 
therapy. With no training beyond her skill 
in arts and crafts, Ora Ruggles began her 
work during World War 1, in the Army Re- 
habilitation Center at Fort McPherson, 
Georgia. In spite of the Army’s frustrating 
red tape and lack of understanding of her 
purpose, she achieved remarkable results, 
and from there went on to other positions 
in veterans’ hospitals, tuberculosis sanitar- 
iums, and a children’s hospital. Throughout 
her career she worked for recognition of oc- 
cupational therapy as a profession and by the 
time she retired in 1957 her goal had been 
achieved. This is a warm, personal biog- 
raphy of a colorful personality, whose sym- 
pathy with and understanding ofher patients 
were her greatest assets. 
B Ruggles, Ora 61-10125 (W) 
Felker, Clay. Casey Stengel’s secret. 1961. 
124p. illus. 11% in. Walker, $3.50; paper, 
$1.95. 

Amply illustrated with candid photographs 
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of one of baseball’s most controversial heroes 
this brief biography of Stengel is literate, 
revealing, and funny. It is funny chiefly by 
virtue of the deportment and dialectics of 
Casey Stengel though the author’s skill in 
selecting anecdotal material is consummate. 
Even readers with only a slight knowledge 
of Stengel could find it enjoyable. 


B Stengel, Casey 61-13053 (W) 


Martinez Alonso, Eduardo. Memoirs of a 
medico. 1961. 335p. Doubleday, $4.50. 
Reminiscences of a doctor who grew up in 
Spain and Scotland, received his medical 
training in England, directed a front-line 
surgical unit in the Spanish Civil War, and 
is currently hotel doctor for the Castellana 
Hilton in Madrid. The author’s colorful per- 
sonality and readable style add interest to 
the account, especially those sections deal- 
ing with the Spanish Civil War and the Cas- 
tellana Hilton. 


B 61-9536 


Quaife, Milo Milton and others. The his- 
tory of the United States flag, with con- 
tributions by Charles E. Shedd [and 
others]. Foreword by Roger Butterfield. 
Original drawings by Elmo Jones. 1961. 
182p. illus. (part col.) Harper, $4.95. 
“From the Revolution to the present, in- 
cluding a guide to its use and display.”— 
Subtitle. Based in part on Quaife’s The flag 
of the United States, published in 1942 and 
now out of print, this was prepared at the 
request of the Eastern National Park and 
Monument Association. It gives a concise 
factual account, supplemented with a few 
stories and clearly identified myths and a 
short section on proper display. Most of the 
illustrations are in color. 


929.90973  Flags—U:S. 61-6428 (W) 


Wallace, Irving. The twenty-seventh wife. 
1961. 443p. illus. Simon & Schuster, paper- 
covered boards with cloth backbone, $5.95. 
A romantic biography of Ann Eliza Webb, 
Brigham Young’s last wife and the only one 
who openly rebelled. An examination of 
Ann Eliza’s thoroughly Mormon background 
leads into the story of the twenty-four-year- 
old divorcée’s stormy and short-lived mar- 
riage to the aging Prophet, her much-pub- 
licized flight, and the lecture tours in which 
she successfully agitated for the outlawing 
of plural marriage. In the main the narrative 
follows Ann Eliza’s version of events as set 
forth in her books and lectures; Mormon re- 
futations and countercharges are duly noted. 
B Young, Ann Eliza’ (Webb) || Mormons and 
Mormonism || Polygamy 61-9599 





CORRECTION. June 15, p.638: The bind- 
ing of the Wilson Fiction catalog is library 
buckram. 


Bulletin 


SD 





Fiction 
Anantanarayanan, Madavayya. The silver 
pilgrimage. Pref. by Harvey Breit. 1961. 


160p. Criterion, $3.95. 


A picaresque novel of medieval India cast 
in the form of an account of a pilgrimage to 
a holy city. The wayfarers are a melancholy 
young prince and his companion. While 
traveling incognito because of the dangers 
of the road, they add two members to their 
party—Valli, the handsome seventeen-year- 
old daughter of a local chieftain and a wordly 
but kind-hearted Brahman priest; each of 
whom in his own way helps to cure the 
prince of his depression. Added to the lusty 
tales of the travelers’ adventures and mis- 
adventures and detailed descriptions of the 
strange sights and customs they encounter 
are frequent digressions that suggest com- 
parisons with present-day life and with other 
contemporary civilizations, notably Eliza- 
bethan England. For the discriminating 
reader. 

61-7191 


Ashmead, John. The mountain and the 
feather. 1961. 397p. Houghton, $5. 


Related in the second person this outstanding 
World War wu novel has as_narrator- 
protagonist Montgomery Classen, an ironic 
young Yale graduate who serves as an in- 
telligence officer in the South Pacific and 
experiences combat there and in the Aleu- 
tians. Exclusively concerned with wartime 
Hawaii and the experiences of combat the 
story intermingles compassion, ribaldry, irony, 
humor, and tenderness and brings its char- 
acters, major and minor, to life. 


World War, 1939-1945—Fiction 61-10644 


Benchley, Nathaniel. The off-islanders. 
1961. 238p. McGraw-Hill, paper-covered 
boards, $4.50. 


A funny story relating what happens when 
a Russian submarine gets stuck on a sand bar 
near an island off Cape Cod. The Russians 
send a landing party to commandeer a boat 
to pull them off the sand, word spreads that 
the island is being invaded, and in no time 
at all practically everyone goes into action. 
After a full day of excitement, confusion, and 
suspense, the war is over and there are no 
casualties. The author’s satire, however, 
spares no one—natives, Russians, police, the 
military; everyone looks ridiculous most of 
the time, situations are preposterous, and the 
total effect is one of hilarious farce. 

61-11646 (W) 


Canaway, W. H. Find the boy, a novel. 
1961. 183p. Viking, $3.75. 


A ten-year-old English boy, who has lost 
both parents in the bombing of Port Said 
during the Suez crisis, starts out alone to 
find his aunt in Durban, 5,000 miles away. 
That he accomplishes this feat is something 
of a miracle, especially since after the first 
few days he is evading the authorities and 
the press. Considering the possibilities, his 
journey is singularly undramatic, except for 
one horrible experience when a blinded com- 
panion is killed by a snake, and another 
pleasant but exciting one in which a colorful 
outlaw introduces him to the thrills of big 
game shooting. The tone is light, sophisticated, 
and often amusing, the African setting is 
briefly but vividly presented, and the char- 
acters behave like real people. Published in 
England under title: Sammy going south. 
61-9863 (W) 


Carstens, Grace. The coin pin. 1961. 224p. 
Macmillan, $3.95. 


The title of this novel refers to an ornamental 
pin which symbolizes its theme—money and 
its effect on character. Serena Stuart is 
obsessed with the desire to accumulate wealth, 
while her daughter Stacy, brought up in an 
atmosphere where the profit motive is su- 
preme, chooses to ignore its existence. Stacy 
compensates for her lonely childhood by 
writing, but because of her disdain for money, 
she fails to take her literary gift seriously. 
A closely knit plot leads to a happy marriage 
for Stacy, and eventually to her achievement 
of fame as a novelist. The minor characters, 
as well as the protagonists Serena and Stacy, 
are skillfully protrayed. 

61-7055 (W) 


Duncan, Thomas William. Virgo descend- 
ing. 1961. 283p. Doubleday, $3.95. 


A successful writer of western fiction tells 
the story of his former mistress, beautiful 
Solveig Skovgaard, a literary vampire. By 
feeding on the creativity of others she became 
a best-selling author and eventually a very 
rich woman. Turning the publishing business 
inside out, Duncan provides an interesting 
background for a lively tale. 

61-14327 


Ford, Jesse Hill. Mountains of Gilead, a 
novel. 1961. 342p. Little, paper-covered 
boards, $4.95. 
A present-day Southern tale of two ex-lovers 
—Patsy Jo McCutcheon and Gratt Shafer— 
who go their separate ways until an act of 
violence brings them back into each other’s 
lives. Some undiluted melodrama and patches 
of overwritten prose weaken the story but 
the two major and some of the minor char- 
acters have validity, the background is care- 
fully etched, and the novel’s pace and plot 
capture interest from the first. 

60-6535 
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Gellhorn, Martha. His own man. 1961. 


192p. Simon & Schuster, $3.75. 
A young fellow from Milwaukee, a peren- 
nial student at the Sorbonne on a stringent 
foundation grant, is content with his life 
when by an odd circumstance he meets two 
women from the upper strata of French so- 
ciety, each of whom falls in love with him. 
Unknown to one another but suspecting a 
rival they seek to outbid each other in pro- 
viding the caddish Ben with luxuries in hopes 
of marriage. Boasting of his personal integrity 
Ben rejects matrimony but encourages the 
competition; when he is finally ready to 
choose a wife between them he finds he is 
no longer eligible. Skillful characterizations. 
61-12856 


Gombrowicz, Witold. Ferdydurke. Tr. by 
Eric Mosbacher. 1961. 272p. Harcourt, 
$4.50. 
A Kafkalike recital of the thoughts and emo- 
tions of a thirty-year-old writer suddenly 
thrust back into bewildering adolescence by 
the peculiar compulsion of an honored mentor. 
With the exception of two long allegorical 
sequences the narrative is carried by Johnnie, 
the victim of the strange ordeal, who tells 
of his attempts to escape back into the adult 
world of autonomy and the recaptures that 
leave him lost and despairing. A baffling, 
symbolic tale first published in Poland in 
1937, suppressed by both Nazi and Soviet 
regimes, reissued in 1957, and again banned. 
61-8980 


Higham, David. A trip to Parnassus. 1961. 
268p. Little, paper-covered boards, $3.95. 
A London literary agent lampoons his pro- 
fession in the tale of a hoax perpetrated by 
Conan Williams, ex-reporter for a Welsh 
daily. When a visiting member of Parliament 
praises an obscure local poet only Conan 
knows that the Ambrose Lewis who has be- 
come a vogue overnight was actually 
Conan’s boon companion Ram Jones, seven 
years dead. Discovering that he can imitate 
Jones’s (or Lewis’) style Conan contrives to 
have a volume of his verses published under 
the Lewis name, then gleefully reveals the 
fraud to publishers, critics, and reporters who 
cannot expose him without revealing their 
own incompetence. An ironical tale par- 
ticularly amusing to members of the book 
trades and devotees of modern poetry. 
61-8067 


Jackson, Alan R. East 57th Street. 1961. 
189p. Simon & Schuster, $3.75. 
Foamy, diverting, and gaily improbable ro- 
mance in one of Manhattan’s more urbane 
purlieus. Two young bachelors, a writer and 
a television actor, win brides and the promise 
of success in their chosen careers simul- 
taneously. A first novel by an exuberant stu- 
dent of metropolitan types. 

61-5836 


Kemal, Yasar. Memed, my hawk. Tr. by 
Edouard Roditi. 1961. 37lp. Pantheon, 
$4.95. 


Violence and vengeance abound in this story 
of a bandit in Turkey’s Taurus Mountains. 
Although the story is of modern times it 
has the atmosphere of a long ago time since 
it shows a feudal society in which one man 
can own five villages and hold complete con- 
trol over the livelihood and welfare of the 
people. Revolting even as a boy against the 
oppressor of his village Memed becomes a 
bandit when he kills the village ruler’s 
nephew; he is, however, a bandit with a social 
cause and eventually brings a measure of 
relief to his village. Exciting, after a slow 
start, the story will hold interest for some 
readers because of its little-known setting. 
60-11761 (W) 


Lawrence, Josephine. The amiable med- 
dlers. 1961. 253p. Harcourt, paper-covered 
boards with cloth backbone, $3.95. 


The Bruell sisters, middle-aged spinsters who 
run a dressmaking shop, can’t help getting 
involved in their customers’ problems. These 
customers are ordinary people in meager cir- 
cumstances—an elderly lady whose husband 
has retired on an inadequate income, a frus- 
trated housewife who cannot cope with house- 
keeping, cooking, and three children, and a 
woman whose tendency both to eat and to talk 
too much lead her into trouble. When the 
sisters have to take a teen-age orphan niece 
into their home, they anticipate the worst, 
but, surprisingly, the girl turns out to be a 
serious, self-sufficient, intelligent, and actually 
helpful girl. Of all these rather commonplace 
characters, Belle and Zinnia Bruell are the 
most interesting in a story that presents a 
very human and sympathetic picture of a 
minute segment of society. 

61-11908 (W) 


Llewellyn, Richard. A man in a mirror. 
1961. 431p. Doubleday, paper-covered 
boards with cloth backbone, $5.75. 


The traditional way of life of the Masai tribe 
of Kenya and the changes in the conventional 
patterns entailed by Kenya’s declaration of 
independence and need for native leaders are 
delineated in the story of Nterenke, renamed 
James Teren in an English school. Destined 
from boyhood as a leader in his tribe Nterenke 
is appointed prime minister of his people, 
chief negotiator between the tribe and the 
outside world, and director of what of the 
old will be kept, what of the new accepted. 
Much of the traditional way is seen as 
Nterenke looks back at his childhood and 
youth, recalling the rigid discipline required 
in care of the cattle as in every detail of daily 
life, his initiation into manhood, his associa- 
tions with the girls whom he later chose to 
marry, his missionary schooling and that of 
other boys and girls, and his training as a 
tribal leader. Dialog in the Masai speech 
patterns is sometimes difficult to follow but 
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the story as a whole becomes engrossing. 
Frank discussion of physical matters may 
disturb some readers. 

61-9531 (W) 


McCullers, Carson (Smith). Clock with- 
out hands. 1961. 241p. Houghton, $3.75. 
Publication date September 18. 
J. T. Malone, a forty-year-old pharmacist 
facing death from leukemia, is but one of 
several characters whose lives are interwoven 
in this tapestry of Southern small-town life. 
With her customary perception the novelist 
gives focus and meaning to personal lives and 
relationships and in them sees reflected the 
love, loneliness, and tragedy of man’s exist- 
ence. Not quite so compelling as some of 
McCullers’ earlier works but a strong novel 
that deals with important themes. The time 
is 1953. 

61-10351 (W) 


McGivern, William P. The road to the 
Snail. 1961. 21lp. Dodd, paper-covered 
boards with cloth backbone, $3.50. 


A lightly satirical novel set in a Spanish 
village favored by tourists, artists, and writers, 
mostly Americans. An international incident 
is set off by a stubborn young Englishman 
who attempts to hack out a mountain road 
singlehanded in the mistaken assumption that 
the local aristocrat, the beautiful Marquesa 
de Palma, has failed her obligations in this 
respect out of frivolity and lordly disdain. 
American technical aid, Russian vituperation, 
and a senatorial investigation further com- 
plicate the situation, eventually resolved by 
the fortuitous discovery of an ancient Roman 
town and a romantic and business alliance 
between the Englishman and the Marquesa. 

61-8180 (W) 


McMeekin, Clark, pseud. The Fairbroth- 
ers, a novel. 1961. 288p. Putnam, $3.95. 


A pleasant, romantic tale of the post-Civil 
War period in Kentucky. The plot may lack 
originality but the characters are an inter- 
esting lot—the Fairbrother family and the 
sharp-witted little orphan girl who foisted 
herself upon them, was allowed to stay, 
against everyone’s better judgment, and 
eventually influenced the lives of all of 
them. Horse breeding and racing, which are 
part of the family tradition, play an important 
part in the plot, and the first running of the 
Kentucky Derby provides a fitting climax. 
Good local color and regional background. 
61-10330 (W) 


Marshall, James Vance. Walkabout. Illus. 
by Noela Young. 1961. 125p. illus. Double- 
day, $2.50. 


An idyllic story of two English children, a 
girl twelve and a boy eight, who are the sole 
survivers of a plane crash in the Australian 
desert. They succeed in making their way 
back to civilization with the help of an 


aboriginal boy who teaches them how to 
find food and water and build a fire. While 
recognizing their dependence on this naked 
bush boy, the girl is instinctively afraid of 
him. He interprets her fear as a sign that 
his own death is imminent, and the force of 
his superstition actually causes him to die 
when the journey is only half completed. 
Written in an effectively simple style, show- 
ing keen psychological insight, interesting 
glimpses of aboriginal customs, and vivid 
pictures of the flora, fauna, and terrain of the 
Australian bush, this short novel has much 
more to offer than its plot indicates. 

61-9533 (W) 


Montupet, Jeanne. The Red Fountain. Tr. 
by John Barlow. 1961. 336p. St. Martin’s, 
paper-covered boards with cloth back- 
bone, $4.95. 
A three-generation story of a French family 
that migrated to Algeria in 1837. Although 
they bought an already established farm the 
Vermorels came at a disturbed time and 
suffered from bandit raids and other dangers 
of a frontier. The outstanding member of 
those on whom the story is focused, those who 
loved the land, stayed with it, and fought 
for it, is Francisca the Spanish servant girl 
who had a passion for the land and a devoted 
love for her husband, the Vermorel son who 
inherited the land. The unhackneyed setting 
makes a good novel in spite of an ordinary 
style. 

61-9060 (W) 


Oldenbourg, Zoé. Destiny of fire. Tr. from 
the French by Peter Green. 1961. 378p. 
Pantheon, $4.95. 


A solidly based historical narrative of the 
thirteenth-century Albigensian Crusade by 
the author of the well-remembered The world 
is not enough (Boox.ist 44: 353, Je 15 48). The 
novel covers the same events as Closs’s Deep 
are the valleys (Booxkuist 57:571, My 15 61) 
but differs from it in that the present work 
keeps historical events in the background and 
focuses on a few of the Cathar clergy and 
one family, the De Montgeils, all of whom 
are martyred for their faith. Lengthy dis- 
quisitions on Cathar theology and way of life 
and minute, graphic descriptions of death at 
the stake and other inhuman methods will 
limit this to readers who share the author’s 
passion for knowledge and understanding of 
past times and issues. 


Albigenses—Fiction 61-7457 (W) 


Queffélec, Henri. The men of Damezan. 
Tr. from the French by Jonathan Griffin. 
1961. 357p. Doubleday, $4.50. 


Written prior to the French decision to 
develop nuclear bombs and inscribed to “the 
men of good will who are trying to build the 
future of the world” this novel takes on un- 
intended ironic tones in presenting the 
scientists engaged in developing Damezan, the 
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French center of nuclear research for indus- 
trial purposes. Of many types and tempera- 
ments, but united in their almost religious 
fervor for their work, the men of Damezan 
are exemplified by the gifted Michel Renoir, 
as he wrestles with domestic, romantic, 
bureaucratic, and other problems that threaten 
to distract him from his work—work which 
the author labels “a splendid task,” not for 
mediocre men or carpet-slipper lives. 

61-8901 


Reed, Kit. Mother isn’t dead, she’s only 
sleeping. 1961. 245p. Houghton, $3.75. 


Though the elderly folk who haunt Florida’s 
sun-drenched city of Fort Jude—easily iden- 
tifiable as St. Petersburg—are portrayed un- 
attractively, there is veracity in the book’s 
theme, which concerns the exploitation of 
one age group by another. If Willie is the 
decoy in her grandmother’s belated search 
for a second husband the scale is balanced 
by Emil Mirabeau’s blackmail of his middle- 
aged uncle. Willie’s innocence and courage 
are the bright spots in this unusual novel, 


the author’s first. 
61-10776 


Sarton, May. The small room, a novel. 
1961. 249p. Norton, paper-covered boards 
with cloth backbone, $3.95. 


The setting of this excellent novel is a small 
New England women’s college with a fine 
academic tradition. Major protagonists are 
women faculty members, strong-minded and 
scholarly, who arbitrate the expulsion of a 
gifted but unstable student, Jane Seaman, 
for plagiarism. The situation also entangles 
the college president, an unsuccessful fund 
raiser, and a woman trustee with testamentary 
millions for Appleton College if her policies 
are followed. Pertinent questions on higher 


education are raised. 
61-11347 (W) 


Siebel, Julia. For the time being. 1961. 
219p. Harcourt, paper-covered boards with 
cloth backbone, $3.95. 


As in The narrow covering (Booxkuist 52: 470, 
Jl 15 56) the author captures the look and 
feeling of a small Kansas town in the post- 
World War 1 years. Paul Bembroy, his blind 
wife, and his three children are not average 
residents of Ludlow; Paul loses himself in 
astronomy, his wife in music, and the children 
in friendships and concerns outside the family 
circle. The Bembroys’ move to another town 
after two of the children have left home con- 
cludes a finely etched, quietly written novel 
that underlines the isolation of individuals 


but ends on an affirmative note. 
61-12344 (W) 


Stenius, Goran Erik. The bells of Rome. 
Tr. by Isabel and Florence McHugh. 1961. 
358p. Kenedy, $4.95. . 

An often puzzling but somehow satisfying 
novel about a young Finnish art historian, 
Thomas Cinnelius. Pursuing studies in Rome, 





he becomes a Catholic convert and in ume an 
ordained priest. An assignment to archival 
work in the Vatican, in line with his tastes 
and training, is changed at his request for 
duties in a poverty-stricken Roman parish, 
where he dies in his prime, spiritually ful- 
filled. The appeal is intellectual rather than 
religious. 

61-6857 


Strom, Leslie Winter. A weed in the gar- 
den. 1961. 238p. Knopf, paper-covered 
boards with cloth backbone, $2.95. 


Rodger, a high school senior in the small 
eastern town of Surfly, soon falls in love with 
a new arrival from New York City, the beau- 
tiful Elaine Helmer. His reluctant role as 
Elaine’s confidant and his brief affair with a 
Mexican woman, the wife of a migrant worker, 
provide the contrast around which the plot is 
built. Some of the characters have a stilted 
quality but the story keeps the reader’s atten- 


tion. 
61-11882 


Wallant, Edward Lewis. The pawnbroker. 
1961. 279p. Harcourt, $4.50. 


The author of The human season (BOOKLIST 
56:672, Jl 15 60) creates a compelling por- 
trait of Sol Nazerman, a Harlem pawnbroker 
who has led a death-in-life existence since 
his wife and children perished in a concentra- 
tion camp. The nightmare of the past, the 
unsympathetic relatives with whom he lives, 
and the drabness of his job insulate Sol from 
those around him until his Negro assistant is 
killed in an attempt to protect his employer 
from a group of armed robbers. Strong, be- 
lievable characterizations and a memorable 
treatment of the no-man-is-an-island theme. 

61-11910 


Books for 
young people 





A selection of books for young people 
ages 14-18 which includes both adult books 
especially suitable for this age group and 
books written for teen-agers. Check other 
sections for books which may also be useful 
in some young people’s collections. 


Adams, Ben. The last frontier, a short 
history of Alaska. With illus. by George 
Ahgupuk 1961. 181p. illus. Hill & Wang, 
$3.50. 

While necessarily brief, this history of Alaska 
for high school students covers adequately all 
phases of Alaskan development, from Russian 
exploration to statehood. The three groups 
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of Alaskan natives—Aleuts, Eskimos, and 
Indians—are described; there is more detailed 
information about the gold rush than is found 
in most books at this reading level; the 
effects of early neglect on the part of the 
U.S. government are well presented; and the 
possibilities for future growth which the 
airplane and World War u have opened up 
are discussed. Contains a map, bibliography, 
and attractive illustrations by an Eskimo 
artist. 

979.8 Alaska—Hist. 


Adams, Sherman. Firsthand report; the 
story of the Eisenhower administration. 
Harper, $5.95. 

For note see Bookuist 57:691, J] 15 61. 


61-7564 (W) 


Anderson, William Ashley. Angel of Hud- 
son Bay, the true story of Maud Watt. 
See note on p.18. 


Ashley, Maurice Percy. Great Britain to 
1688, a modern history. Univ. of Michigan, 
$7.50. 

Suggested for background reading and refer- 


ence in high school libraries. See also note in 
Bookulst 57:691, Jl 15 61. 


Bergaust, Erik. Rocket aircraft, USA. 
This and the following title may be useful 
with slow and reluctant readers. See also 
note on p.30. 


Rockets to the moon. 
See note on p.30. 


Berger, Andrew John. Bird study. 
Suggested as a college textbook suitable for 
reference in larger high school science col- 
lections. See also note on p.10. 


Branley, Franklyn Mansfield. Exploring 
by astronaut: the story of Project Mer- 
cury. 

Recommended where a simplified presentation 
of Project Mercury is needed, even though 
most young people will prefer the adult ac- 
counts given in Bell’s Seven into space (Boox- 
LIisT 57:111, O 15 60) and Caidin’s The astro- 
nauts (BOoKList 57:283, Ja 15 61). See also 
note on p.30. 


Butters, Dorothy Gilman. Masquerade. 
1961. 190p. Macrae, $2.95. 


The story of four freshman girls who occupy 
neighboring rooms in the dormitory of a 


Philadelphia art school. Liz has just been 
jilted by her fiancé and has come to college 
to forget, Melanie is a snob and a social 
climber, Penny a mousey introvert, and Cara 
a Negro girl passing as white. Between Sep- 
tember and Christmas, when the story ends, 
Liz and Penny mature and develop their 
interests, Melanie discovers she has been cul- 


tivating the wrong people, and Cara’s secret 
is discovered. When Cara is forced to leave 
the dormitory, Liz and Penny decide to move 
also, and the three girls arrange to share an 
apartment. There is no attempt to gloss over 
the difficulties in this situation; in fact the 
book ends with a suggestion of trouble ahead. 
While the racial issue, treated with a fair 
degree of objectivity and realism, is the most 
striking feature of this story, it does not over- 
shadow the rest. Each girl has her own per- 
sonal problem to work out; Cara’s happens 


to be the most serious. 
61-8303 (W) 


Canaway, W. H. Find the boy, a novel. 

Although its hero is a ten-year-old boy, this 
story will appeal to mature teen-agers who 
will enjoy the clever characterization and 
interesting picture of African life as well as a 
good adventure story. See also note on p.21. 


Carlova, John and Ruggles, Ora. The heal- 
ing heart. 

Will appeal to high school girls for its human 
interest as well as for information on occu- 
pational therapy as a career. See also note on 
p.20. 


Carstens, Grace. The coin pin. 

A character novel that can be recommended 
to young people, especially older girls. See 
also note on p.21. 


Carver, Sonora and Land, Elizabeth. A 
girl and five brave horses. 
See note on p.10. 


Collins, Henry Hill. The bird watcher’s 
guide. 
See note on p.30. 


Duncan, Clyde H. Find a career in agri- 
culture. 1961. 160p. illus. Putnam, $2.75. 
Agriculture, as the term is used in this book, 
covers much more than the work of the dirt 
farmer. It includes the farm machinery, seed, 
and fertilizer businesses; the processing of 
farm products; agricultural research; com- 
munication through journalism, radio, tele- 
vision, and advertising; 4-H Club work; home 
economics; and other related fields. Careers in 
each of these are described briefly, and the 
importance of adequate education and appro- 
priate training is stressed. 
630.69 Agriculture as a profession 


Dunlop, Agnes Mary Robertson. The story 
of Grizel, by Elisabeth Kyle [pseud.]. 


See note on p.31. 


Ecker, Tom. Championship: track and 
field, by 12 great coaches. 


See note on p.13. 


Felker, Clay. Casey Stengel’s secret. 
See note on p.20. 
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61-8240 (W) - 





Fermi, Laura and Bernardini, Gilberto. 


Galileo and the scientific revolution. 1961. 
150p. illus. Basic Books, $3.50. 

In telling the story of Galileo’s life the 
authors emphasize what they consider his 
greatest contribution to science—his develop- 
ment of the scientific method through in- 
sistence on experiment and observation in 
place of blind acceptance of authority. 
Galileo’s troubles with the Inquisition are 
treated with objectivity, in relation to their 
historical background. The final chapters dis- 
cuss his contribution to physics; a translation 
of one of his earliest writings, The little 
balance, is appended. For more mature read- 
ers than Rosen’s Galileo and the magic num- 
bers (Booxuist 54:421, Mr 15 58). 
B_ Galilei, Galileo 61-7486 (W) 
Floherty, John Joseph and McGrady, 
Mike. Whirling wings; the story of the 
helicopter. 

See note on p.31. 


Frey, Hank and Frey, Shaney. 130 feet 
down; handbook for hydronauts. 
See note on p.13. 


Frisch, Otto Robert. Atomic physics today. 
1961. 254p. illus. Basic Books, $4.50. 
Atomic science is discussed here from the 
standpoint of pure research. The author, one 
of the world’s most distinguished nuclear 
scientists, undertakes to show the general 
reader the nature of atoms and subatomic 
particles, the methods by which physicists 
study the subject, and the ways in which 
they approach their unsolved problems. For 
a book dealing specifically with the practical 
applications of atomic science, see Jaworski’s 
Atomic energy, below. 

539.7 Nuclear physics—Popular works || Atoms 
61-8983 (W) 


Gardner, Martin. Mathematical puzzles. 
See note on p.34. 


Gibson, Charles Edmund. 
beauties, the story of sail. 
See note on p.34. 


Gilbertson, Mildred Geiger. Academy 
summer, by Nan Gilbert [pseud.] 1961. 
210p. Harper, $2.95; lib. ed., $2.79 net. 


Leslie Wilding, just out of high school and 
ambitious to become a professional singer, 
starts her summer course at a famous music 
academy with complete confidence in her 
ability to embark immediately on a musical 
career. She soon learns that the opinions of 
accomplished musicians differ widely from 
those of home-town friends, and her career 
seems about to founder before it gets started. 
By the end of the summer, however, she has 
grown up, and after learning to work hard, 


Wandering 


take serious criticism, and endure disappoint- 
ment, has regained her lost confidence. There 
are lighter moments too, involving new 
friends, dormitory pranks, and the companion- 
ship of a group of young people with a com- 
mon interest. Teen-age girls. 

61-5766 (W) 


Grebanier, Bernard D. N. Playwriting. 
Crowell, $5.75. 

Although essentially a manual on playwriting, 
this book can be used by high school students 
for material on dramatic technique and criti- 
cism. See also note in Booxtist 57:691, Jl 
15 61. 


Gunther, John. Inside Europe today. 
See note on p.17. 


Hanaburgh, David Henry. Your future in 
forestry. 1961. 159p. Rosen, $2.95; lib ed., 
$2.65 net. 

A practical, businesslike approach to forestry 
as a career by a man who has had experience 
both in the U.S. Forest Service and in a 
variety of related jobs in private industry. 
The usual subjects—personal qualifications, 
education, opportunities for advancement, and 
types of work available—are presented in 
somewhat greater detail than is usual in 
career books at the high school level. 

634.9069 Forestry as a profession 61-10806 (W) 


Helm, Thomas. Shark! Unpredictable kill- 
er of the sea. 

See note on p.12. 

Janes, Edward C. Fresh-water fishing 
complete. Holt, $4.95. 

For note see Booxtist 57:690, Jl 15 61. 


Jaworski, Irene D. and Joseph, Alexander. 
Atomic energy; the story of nuclear sci- 
ence, including many home experiments. 
Illus. with diagrs. by Felix Cooper and 
with photos. 1961. 218p. illus. Harcourt, 
$4.95. 

Another book at the high school level ex- 
plaining the nature and structure of the atom 
and the ways in which atomic energy is 
being used today. Many experiments which 
the student can perform with simple equip- 
ment are described in detail, and these may 
be useful as science fair projects. 
539.7 Atomic energy 60-13702 (W) 

~ 

Landau, Lev Davidovich and Rumer, IUrii 
Borisovich. What is relativity? Tr. by N. 
Kemmer. 1961. 72p. illus. Basic Books, 
$1.95. 

Two Russian physicists explaining the prin- 
ciple of relativity in its simplest possible 
terms have preduced an excellent introduc- 
tion to a complicated but fascinating subject, 
with apparently no sacrifice of accuracy. The 
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effect of their graphic style is enhanced and 
supplemented by amusing cartoon illustra- 
tions. Will appeal particularly to high school 
physics teachers and their students, but the 
general reader to will find it interesting, be- 
cause of its unusual approach. 
530.11 Relativity (Physics) 


Lehrman, Robert L. The long road to man. 
Illus. by the author. 1961. 192p. illus. 
Basic Books, $3.95. 

Written by a high school biology teacher to 
provide his superior students with what he 
considered a satisfactory account of animal 
evolution. After a brief introductory ex- 
planation of fossils and the earliest forms of 
life, it concentrates on vertebrates, presenting 
a clear, readable account of the evolutionary 
process and the methods by which it has been 
studied. 

575 Paleontology || 


61-8984 (W) 


Evolution || Man—Origin 


61-10362 (W) 
Littell, Robert. It takes all kinds. 


See note on p.15. 


Machetanz, Sara. The howl of the male- 
mute; the story of an Alaskan winter. 
See note on p.19. 


McMeekin, Clark, pseud. The Fairbroth- 
ers, a novel. 

Acceptable adult fiction, with enough suspense 
and romance to interest teen-agers, especially 
girls. See also note on p.23. 


Muir, Jane. Of men and numbers; the 
story of the great mathematicians. 1961. 
249p. illus. Dodd, $3.50. : 

Biographies of 12 significant mathematicians, 
from Pythagoras to Georg Cantor (1845-1918). 
In addition to providing colorful information 
about their lives, the author explains and 
evaluates their contributions to the history 
and development of mathematics. Since more 
than an elementary knowledge of mathematics 
is necessary to understand their work, this 
book will be used by the advanced high school 
mathematics student. 
925.1 Mathematicians 60-14795 (W) 
Nash, Ogden, ed. Everybody ought to 
know; verses selected and introduced by 
Ogden Nash. 


See note on p.36. 


Neal, Harry Edward. Treasures by the 
millions; the story of the Smithsonian 
Institution. 

See note on p.36. 


Obruchev, Vladimir Afanes’evich. Pluto- 
nia; tr. from the Russian by Fainna Solas- 
ko. lus. by G. Nikolsky. 1961. 253p. illus. 
Criterion, $3.95. 

Translation of a story written in the 1920's 


by a Russian geologist who was inspired, ac- 
cording to his introduction, by Verne’s Jour- 
ney to the center of the earth. Entirely 
fictitious and based on a long discredited 
theory that the earth is a hollow sphere, it 
describes a Russian expedition to the polar 
regions which accidentally found a passage 
leading to the interior of the earth. Here all 
manner of weird animals and plants, as well 
as a race of primitive people, were encoun- 
tered, and at the end of a year the expedition 
returned unharmed to the ship which was 
waiting to take them home. Members of the 
party, all famous scientists, solved all prob- 
lems and met such crises as arose without 
any difficulty, and to the sophisticated reader 
this is the strangest feature of this very tall 
tale. Teen-age science fiction enthusiasts will 
no doubt enjoy it. 

61-7197 (W) 


Quaife, Milo Milton and others. The his- 
tory of the United States flag, from the 
Revolution to the present, including a 
guide to its use and display, with contri- 
butions by Charles E. Shedd [and others]. 


See note on p.20. 


Rudolph, Patricia. Your future as an air- 
line stewardess. 1961. 157p. Rosen, $2.95; 
lib. ed., $2.65 net. 


The value of the book lies chiefly in the 
specific answers it gives to the type of ques- 
tions asked by a girl who wants to be an air- 
line stewardess. For example, a typical two- 
week flight schedule is given, information on 
what to expect with regard to the training 
period and layovers between flights, and how 
to apply for a job, with a list of 26 airlines, 
their addresses, and the cities where their 
stewardesses are based. The author, who has 
been a stewardess herself and is now engaged 
in public relations for a large airline, writes 
in a bright, informal style that will appeal 
to high school girls. 
387.742 Air lines—Hostesses 61-10800 (W) 
Samuels, Gertrude. B-G, fighter of Goli- 
aths; the story of David Ben-Gurion. 
Photos. by the author. 1961. 275p. illus. 
Crowell, $3.50. 


Well-written, sympathetic biography of Ben- 
Gurion—pioneer, farmer, journalist, Biblical 
scholar, soldier, and leader of Israel. The 
author tries hard for objectivity, but her 
strong respect and affection for her subject are 
evident throughout. Ben-Gurion’s life is so 
closely tied to that of the state of Israel that a 
biography of him, of necessity, becomes also 
a biography of the country to which he has 
devoted his life. Junior high and high school. 
956.94 Ben-Gurion, David 61-8209 (W) 


Schaleben, Arville. Your future in jour- 
nalism. 1961. 158p. Rosen. $2.95; lib. ed., 
$2.65 net. 


Sound. practical advice for the prospective 
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journalist by the managing editor of the Mil- 
waukee Journal. He includes in his prescribed 
paren grey a firm belief in a free press and 

e will to fight for it; the chapter in which 
this principle is di may be useful in 
the school library aside from its vocational 
application. 


070.69 Journalism as a profession 61-10804 (W) 


Sprague, Rosemary. Fife and fandango. 
1961. 244p. Walck, $3.75. 
Spain in the days of the Peninsular War 
serves as a background for this historical 
novel about a young girl who goes from the 
shelter of the convent to the hardships and 
dangers of the battlefield as she follows her 
husband, an English major, across the war- 
torn country. Juanita’s maturing and her 
gradual acceptance of the differences between 
her own culture and that of her husband 
are well handled. Her husband and the faith- 
ful friend who loves her but never declares 
his love are more stereotyped and less con- 
vincing. Teen-age girls will enjoy the book 
as a well-written love story and should also 
find much interest in its historical setting. 
61-9959 (W) 


Stanley, Wendell Meredith and Valens, 
Evans G. Viruses and the nature of life. 
1961. 224p. illus. Dutton, $4.95. 

Based on a film series produced for educa- 
tional television, this is an interestingly writ- 
ten, fairly technical discussion of viruses and 
their effect on cells. Six of the chapters are 
written by members of the senior staff of the 
University of California Virus Laboratory in 
Berkeley. There is some repetition of infor- 
mation in these sections and the sections writ- 
ten by the authors, but this is a minor weak- 
ness. Although intended for the generally 
interested reader, the book will be best 
understood by students with a fairly good 
understanding of chemical terminology. Jun- 
ior high and high school. 


576.6 Viruses 61-5876 (W) 


Wilkie, Katharine Elliott. The man who 
wouldn’t give up: Henry Clay. 1961. 192p. 
Messner, $2.95. 

Intended for younger teen-age readers, this 
biography is devoted almost entirely to Clay’s 
political career, with only casual references to 
his family and personal life. Outstanding 
events in American history are discussed as 
they relate to his activities, e.g., the Burr 
conspiracy, the War of 1812, the Missouri 
Compromise, and the Nullification Acts, as 
also are his feud with Andrew Jackson and 
his unsuccessful fight for the Presidency. 
Fictionalized to the extent that invented con- 
versations and situations are included, and 
partisan in emphasizing only his admirable 
qualities, this will nevertheless be valuable 
supplementary material for US. history 
classes. 

B Clay, Henry 
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61-6370 (W) 


Children’s books 


Adams, Ben. The last frontier, a short 
history of Alaska. 
See note on p.24. 


Adamson, Joy. Elsa; the true story of a 
lioness . . . 1961. [48]p. illus. 11% in. 
Pantheon, paper-covered boards, $3.50. 
Photographs with the barest amount of text 
to explain them record the story of Elsa, the 
now famous lion that was raised from a tiny 
cub by the author and her game-warden hus- 
band in Kenya and then trained to return to 
her natural way of life in the African jungle. 
Some of the remarkable photographs are 
from the adult book Born free (BooxKList 
56:593, Je 1 60). many are new. Libraries 
will probably want this shorter, easier account 
as well as the origina) All ages. 


599 Lions || Animals, Habits and behavior of 
61-10032 (W) 


Alberts, Frances Jacobs. A gift for Gen- 
ghis Khan. Illus. by Rafacllo Busoni. 1961. 
112p. illus. Whittlesey, $2.75. 
Rather slight story of a young boy, orphaned 
by enemy tribesmen, and taken under the 
protection of Genghis Khan. After his rescue, 
Mujil is sent to a camp on the Horse Post 
Road, where he helps tend the wild ponies 
and assists the post riders. When Genghis 
Khan returns along the road, Mujil offers his 
only gift—his own life in service to the great 
Khan. There is little plot and the primary 
appeal of the book will be for its picture of 
Mongol life in this period. For younger read- 
ers than is Ritchie’s The golden hawks of 
Genghis Khan (Booxutst 55:137, N 1 58) but 
could be used as an introduction to it. Grades 
4-6. 
Jenghis Khan—Stories || Mongols—Stories 
61-7575 (W) 


American heritage. The California gold 
rush, by the eds. of American heritage. 
Narrative by Ralph K. Andrist in consul- 
tation with Archibald Hanna. 1961. 153p. 
illus. 10% in. American Heritage Publish- 
ing Co.; distributed by Golden Press, pa- 
per-covered boards, $3.50; Goldencraft 
cloth, $3.79 net. 

Like the other books in the “American Heri- 
tage junior library” series this historical ac- 
count and the one below are of particular 
interest and merit for their many illustrations 
—paintings, prints, drawings, maps, and photo- 
graphs of the period. Grades 5-8. 


979.4 California--Gold discoveries || 
Hist. 


Bulletin 


California— 
61-10677 (W) 





Well worth looking into - 


*ONE SNAIL AND ME 
By Emilie Warren McLeod 


Illustrated by Walter Lorraine 
Picture book for bathing 
and counting. 4 up. $2.95 


HUBERT, Tue Trave.inc 
Hippopotamus 
By Edmund Lindop 


Illustrated by Jane Carlson 
Hubert’s true 
adventures. 4-8. $2.95 


CUSTARD THE DRAGON 
AND THE WICKED 
KNIGHT 

By Ogden Nash 


Illustrated by Linell 
More adventures of the 
cowardly dragon. 4 up. $2.75 


*KICKAPOO 
By Miska Miles 


Illustrated by Wesley Dennis 
A mule can be as good 
as a pony. 7-9. $2.75 


TALL MAN IN THE PIVOT 


By Matt Christopher 
Illustrated by Foster Caddell 
Easy-to-read basketball 
story. 7-10. $2.95 


*THE MYSTERIOUS 
CHRISTMAS SHELL 


By Eleanor Cameron 


Illustrated by Beth and Joe Krush 
Danger at Redwood Cove. 
9-11. $3.25 


NUMBERS, PLEASE 
By F. Emerson Andrews 


Illustrated by Aldren A. Watson 
Tricks and short cuts with 
numbers. 10 up. $3.00 


*THE STORY OF 
STICK-A-NOSE-IN 
By Istar L. Haupt 


Illustrated by the author 
A little bear learns 
not to. 4-8. $2.95 





ALIVE IN SPACE 
By Robert Wells 


Illustrated by Robert Curran 
The science of bio- 
astronautics. 12 up. $3.75 


THE LEGEND OF 
BILLY BLUESAGE 


By Jonreed Lauritzen 


Illustrated by Edward Chavez 
A wild boy and his horse in 
the Southwest. 12 up. $3.50 


DEEP SEA, 
HIGH MOUNTAIN 


By Elliott Roberts 
Illustrated by Albert Orbaan 
Story of the U. S. Coast and 
Geodetic Survey. 12 up. $3.75 
MARINE AT WAR 

By Russell Davis 

Personal experiences 

in World War II. 12 up. $3.50 
WILDERNESS RIVER 
By Lew Dietz 


Logging mystery. 
12 up. $3.25 


PIRATE QUEEN 
By Edith Patterson Meyer 


True to Irish history —the story 
of a valiant woman. 
12 up. $3.50 


*ARTHUR, THE DOLPHIN 
WHO. DIDN’T 
SEE VENICE 

By John Malcolm Brinnin 


Illustrated by André Francois 
Remarkable art ; 
fabulous text. All ages. $2.95 


LE HIBOU ET LA 
POUSSIQUETTE 


By Francis Steegmuller 
Illustrated. by Barbara Cooney 
“The Owl and the Pussycat” 
done in French with true 
Gallic charm. All ages. $2.95 


*KEEP IT LIKE A SECRET 
By Sandol Stoddard Warburg 


Illustrated by Ivan Chermayeff 
All that’s special to 
a child. All ages. $3.00 








And three more books of Favorite Fairy Tales 
Retold by Virginia Haviland 


TOLD IN. IRELAND TOLD IN RUSSIA 
Illustrated by 
Artur Marokvia 


All ages * $2.95 each 


TOLD IN NORWAY 
Illustrated by 
Leonard Weisgard 


Illustrated by 
Herbert Danska 








Ask your supplier to show them to you 


* Atlantic Monthly Press Books 


LITTLE, BROWN & COMPANY - BOSTON 








——Pirates of the Spanish Main, by the 
eds. of American heritage. Narrative by 
Hamilton Cochran in consultation with 
Robert I. Nesmith. 1961. 153p. illus. 10%4 
in, American Heritage Publishing Co.; dis- 
tributed by Golden Press, paper-covered 
boards, $3.50; Goldencraft cloth, $3.79 net. 
See note above. Grades 5-8. 
910.4 Pirates || Spanish Main 61-10676 (W) 
Bendick, Jeanne and Levin, Marcia. Take 
a number; new ideas + imagination = 
more fun. Pictures by Jeanne Bendick. 
1961. 63p. illus. 10 in. Whittlesey, $2.50. 


What is a number? How did numbers orig- 
inate? How many numbers are there? Who 
needs numbers? These and many other ques- 
tions about numbers are answered clearly, 
often amusingly, through informal text and 
clever drawings. There are games and tricks 
to be played with numbers, all of them com- 
bining fun with new ideas about numbers 
and challenges to the imagination in using 
and understanding numbers. Children inter- 
ested in mathematics will find this a fascinat- 
ing book, and for teachers and librarians it 
will be a rich source of information and ideas. 
Grades 5-8. 

511.1 Numeration || Number concept 61-12034 (W) 


Bergaust, Erik. Rocket aircraft, USA. 
1961. 48p. illus. 10%4 in. Putnam, $2.50; 
lib. ed., $2.52 net. 


Outlines the history and development of 
manned rocket aircraft in the U.S.; gives 
specifications, performance statistics, and 
other data for 10 rocket planes from the XS-1 
to the X-15; and discusses the top-secret 
Dyna-Soar. The brief text is supplemented 
by numerous captioned photographs and dia- 
grams; a chronology of rocket flight and a 
glossary of terms are appended. Grades 6-9. 
629.13 Rocket planes || Aeroplanes—Assisted take- 
off 61-9655 (W) 


——Rockets to the moon. 1961. 48p. illus. 
10% in. Putnam, $2.50; lib. ed., $2.52 net. 
A concise, authoritative outline of America’s 
moon-rocket program, current and future, 
presented in brief text and in captioned photo- 
graphs, drawings, charts, and diagrams. After 
presenting facts about the moon the book 
discusses early lunar probes, rough- and soft- 
landing rockets, man on the moon, and the 
lunar base. A glossary of rocket and space 
terms is appended. Grades 5-9. 
629.4 Space flight to the moon 61-9654 (W) 
Branley, Franklyn Mansfield. Exploring 
by astronaut: the story of Project Mer- 
cury. Illus. by Helmut K. Wimmer. 1961. 
104p. illus. Crowell, $3.50. 

A lucid, readable account of Project Mercury 
describing the satellites that have paved the 
way for manned flight, the space capsule, and 
the men who have been chosen for the first 
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flights. Although some of the material is 
already outdated, the detailed information 
is accurate and the book will be a welcome 
addition to collections of materials on space 
flight. As in most of his books, the author 
leaves the reader with a sense of the challenge 
of the future. Well illustrated. Grades 7-9. 

629.4 Project Mercury 61-6134 (W) 


Brooks, Anita. The picture book of tea 
and coffee. 1961. 96p. illus. Day, $3; lib ed., 
$2.86 net. 


The methods of planting, picking, processing, 
and exporting tea and coffee in various parts 
of the world are described in brief text and 
many excellent captioned photographs gath- 
ered from industrial and governmental 
sources. A useful addition to the series 
“Picture aids to world geography.” Grades 
4-7. 

633 Tea || 


Coffee 61-8270 (W) 


Cameron, Polly. “I can’t,’ said the ant; 
a second book of nonsense. Pictures by 
[the author]. 1961. [44]p. illus. Coward- 
McCann, $2.50; lib. ed., $2.52 net. 


When Miss Teapot falls to the kitchen floor 
and breaks her spout, the ant, with advice 
and encouragement from the kitchen occu- 
pants and with help from a quickly assembled 
army of ants and a spider or two, effects a 
rescue. The diverting picture-book tale is 
recounted with humor and suspense—“ ‘Push 
her up,’ said the cup”; “ ‘I can’t.’ said the ant”; 
“‘*You can,’ said the pan”; “‘You must,’ said 
the crust”; “ ‘Please try,’ said the pie.” As it 
speaks each object is identified in a drawing, 
thus allowing the child listener to participate 
in the reading. Ages 4-7. 

61-13400 (W) 


Collins, Henry Hill. The bird watcher’s 
guide. Line drawings and cover by Rich- 
ard Harker. 1961. 123p. Golden Press, 
paper-covered boards, $2.95; Goldencraft 
cloth, $2.99 net. 


A helpful guide invitingly illustrated with 
many colored photographs and some drawings. 
Provides information on equipment, where 
and when to see birds, how to identify them, 
how to attract them to the home and garden, 
and on other bird-watching activities such as 
bird trips, censuses, photography, clubs, and 
conservation. Includes a list of bird clubs in 
the U.S., Canada, and Europe and lists of 
books and periodicals dealing with birds. 
Grade 5 and up. 
598.2 Birds || Birds, Protection of || Birdhouses 
61-8487 (W) 


Cooke, Donald Edwin. Men of Sherwood; 
new tales of Robin Hood’s merry band. 
Illus. by Peter Burchard. 1961. 214p. illus. 
Holt, $3.95. 


Beginning with the years immediately follow- 
ing the death of Robin Hood, the author spins 
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a tale of Sherwood Forest and of an outcast 
nobleman who proves himself an able suc- 
cessor to the famous leader. Arthur Fitzooth 
carries his fight to the court of King John and 
lends his support to the barons who, in time, 
force the signing of Magna Charta. Although 
not of the stature of Pyle’s Robin Hood and 
his merry men, the story does capture much 
of the flavor of hero tales and will be enjoyed 
as such. Grades 5-8. 

61-7624 (W) 


Dunlop, Agnes Mary Robertson. The story 
of Grizel, by Elisabeth Kyle [pseud.] 
1961. 192p. Nelson, $2.95. 


A historical novel set in the seventeenth 
century and based on the life of Lady Grizel 
Baillie, Scottish heroine and poet. At the 
time of the rebellions against James 1 young 
Grizel Hume was instrumental in saving her 
father’s life by hiding him from the British 
troops and helping him to flee from Scot- 
land to Holland where the family joined him. 
When James was removed from the throne 
and William and Mary were to be crowned, 
Grizel’s faithfulness and loyalty to her father 
and her country’s cause won her the invitation 
to become a lady-in-waiting to the new 
queen, an honor which Grizel declined in 
favor of Scotland and marriage. Good char- 
acterization and an appealing love story. 
Grades 7-9. 


Baillie, Lady Grizel (Hume)—Stories 61-6807 (W) 


Fatio, Louise. The happy lion’s quest. 
Illus. by Roger Duvoisin. 1961. 26p. illus. 
10% in. Whittlesey, $2.50; lib. ed., $3.25 
net. 
The fifth picture-book tale about the Happy 
Lion is as satisfying in every respect as the 
earlier books. Here the Happy Lion, believ- 
ing that “a friend is to visit, not to miss,” 
sets out to find his beloved friend Francois, 
the zookeeper’s son, who is away at school. 
His amusing adventures as he searches for 
Francois and the gendarmes search for him 
are cheerfully told in a text which incorpo- 
rates a few French words and in delightful 
pictures in color and in black and white. 
Ages 4-8. 

61-13428 (W) 


Fermi, Laura and Bernardini, Gilberto. 
Galileo and the scientific revolution. 
See note on p.26. 


Fisher, Aileen Lucia. Summer of little 
rain. Drawings by Gloria Stevens. 1961. 
159p. illus. Nelson, $2.95. 


Beautifully written, sensitive story of a 
beaver family and a squirrel family whose 
lives are threatened by the summer drought 
that follows a devastating forest fire in the 
watershed above their home territory. The 
effects of the fire on all aspects of plant and 
animal life are vividiy rtrayed. Without 
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resorting to personification, the author gives 
the animals individuality, and the reader is 
held by the suspense of their struggles to sur- 
vive. The story is appealing and gives a good 
lesson in conservation; the style lends itself 
well to reading aloud. Grades 4-7. 
Beavers—Stories Squirrels—Stories 61-6806 (W) 
Floherty, John Joseph and McGrady, 
Mike. Whirling wings; the story of the 
helicopter. 1961. 156p. illus. Lippincott, $3. 


The development and use of helicopters is told 
through accounts of true incidents in which 
these aircraft have helped to save lives, win 
battles, and promote better living for people 
in isolated communities. Each chapter pre- 
sents a different way in which the helicopter 
can be used, together with accounts of some 
of the men whose foresight in developing 
improvements in the aircraft or whose im- 
aginative use of it have given it its important 
place in today’s world. The book ends with a 
vision of the future with even greater tri- 
umphs for the “whirlybird.” Junior high and 
high school. 


629.13335 Helicopters 61-6064 (W) 


Frankel, Bernice. Half-as-Big and the 
tiger. Pictures by Leonard Weisgard. 1961. 
[39]p. illus. 10%4 in. Watts, $2.95. 

Half-as-Big, a small deer who is only half 
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Four New 


READ IT MYSELF 
BOOKS 


Adapted by Frances K. Pavel 
Each volume in this popular new series 
of fairy tales for children is printed in 
large, easy-to-read type, illustrated in 
color on every page, and contains a pic- 
ture dictionary. The vocabulary has been 


scientifically controlled and tested for 
readers in grades 1, 2, or 5. 


The Frog Prince 


48 pp. September 18. $1.95 Grade 2 


Peter and the Wolf 


48 pp. September 18. $1.95 Grade 2 


The Golden Goose 


64 pp. September 18; $2.50 Grade 3 
Snow White 
64 pp. September 18. $2.50 Grade 3 


Publisher's Library Binding, 
cloth, side-sewn, reinforced tapes 


w books for 
from JHolt, 


JO NORLING 
Pogo’s Jet Ride 


Illustrated by Ernest Norling. John and 
his dog, Pogo, take an exciting trip to 
an aircraft, plant and learn how jet air- 
planes. are built and how they fly. The 
latest addition to the Pogo series—over 
275,000 copies sold. 

Ages 6-9. October 23. $2.50 


LESLIE WALLER 


Electricity 
"A Book To Begix Ox" 


Two-color illustrations by Laszlo Roth. 
What electricity is and how it works for 
us, from the cave man’s first experiments 
to the electronic wonders of today. 


Ages 6-9. October 16. $2.50 


GORDON LANGLEY 
HALL 
Peter Jumping Horse 


Illustrated by Jennifer Kent. A warm, 
humorous, and authentic story of « mod- 
ern Indian boy’s adventures on an 
Ojibway reservation in Canada. 


Ages 8-12. September 18. $2.75 


ALL BOOKS CLOTH BOUND 





young readers 


Rinehart and Winston, Inc. 


LESTER DEL REY 


Moon of Mutiny 
A Science-Fiction Novel 


Combine a lively story with accurate 
scientific information and the result is 
this absorbing novel of an impetuous 
young Space Cadet on an expedition to 
the moon. By the popular author of Mis- 
sion to the Moon. 


Ages 12-16. September 11. $2.95 


CATHERINE HERZEL 
On Call: Deaconesses 


across the World 


Illustrated by Dorothy Bayley Morse. 
This inspiring book tells of the coura- 
geous women who have dedicated their 
lives to mankind by serving many 
churches in many lands as teachers, 
nurses, parish and social workers. 


Ages 10-14. October 23. $2.75 


WHEELER MC MILLEN 


Land of Plenty 
The American Farm Story 


The former editor-in-chief of The Farm 
Journal traces the spectacular growth of 
American agriculture, from pioneer days 
to the present. Photographs. 

Ages 12up. October 23. $3.95 


FRED REINFELD 
Chess for Young People 


Written for beginning players by a world- 
famous chess master, this excellent guide 
includes basic fundamentals and plays, 
chess problems, endgame compositions, 
and a history of the game. Diagrams. 
Ages 11-16. September 11. $3.50 


KENNETH RUDEEN 
Men at Speed 


The famous drivers, fast cars, expert 
builders, and thrilling races — from 
midget to Grand Prix —are described 
with verve and color in this account of 
auto racing around the world. Photo- 
graphs. Ages 14 up. September 18. $3.75 


CLIFFORD LINDSEY 
ALDERMAN 


Samuel Adams: 
Son of Liberty 


Impassioned speaker, persuasive pam- 
phleteer, signer of the Declaration of 
Independence, Samuel Adams was one 
of the most dynamic figures of the 
American Revolution. This outstanding 
historical biography is the first life of 
Adams written especially for young peo- 
ple. Agesl4up. October 16. $3.50 


HOLT, RINEHART AND WINSTON, Ine., 383 Madison Ave., N.Y.17 





as big as his two older brothers, earns their 
respect and the new name of Twice-as-Smart 
when he outwits a fierce tiger. The pleasing 
drawings in gold and brown, and the little 
deer’s cleverness and amusing bravado make 
a likable picture book particularly for chil- 
dren with older brothers or sisters. Ages 4-8. 

61-5084 (W) 


Gardner, Martin. Mathematical puzzles. 
Illus. by Anthony Ravielli. 1961. 112p. 
illus. Crowell, $2.50. 


An interesting collection of puzzles that uses 
simple mathematics and, at the same time, 
provides glimpses into higher mathematics. 
The contents include puzzles based on arith- 
metic, money, speed, plane geometry, solid 
geometry, probability, and topology. There 
are also sections of game puzzles, tricky 
puzzles, and miscellaneous puzzles. A good 
collection for variety and modern orientation 
with suggestions for further reading appended. 
Attractive format. Grades 6-9. 


510.76 Mathematical recreations 61-6142 (W) 


Gibson, Charles Edmund. Wandering 
beauties, the story of sail. 1961. 205p. illus. 
Abelard-Schuman, $3.50. 


Detailed history of sailing ships and of men 
who have sailed them, from the fleets of the 
Pharaohs to modern pleasure boats. There 
are descriptions of both merchant vessels and 
ships of war, and accounts of great feats of 
exploration as well as of famous sea battles. 
A rather special but enjoyable account by a 
British writer. Illustrated with drawings and 
with photographs. No index. Grades 7-10. 
909 Naval history || Sailing ships—Hist. 

60-13697 (W) 


Grant, Ed. The world’s most truthful man; 
tall tales told by Ed Grant in Maine. By 
Harold W. Felton. Illus. by Leonard Ever- 
ett Fisher. 1961. 150p. illus. Dodd, $3. 


A collection of 20 tall tales gathered from 
the Maine woods. The stories were originally 
told by Ed Grant, a Maine woodsman and 
guide, for the pleasure of vacationers at his 
summer camps. Some of the stories are rem- 
iniscent of Paul Bunyan tales; all have the 
gusto and humor of the tall tale. An attrac- 
tive collection for storytelling or for indi- 
vidual reading. Grades 5-7. 


398.2 Folk-lore—Maine 61-7032 (W) 


Haviland, Virginia. Favorite fairy tales 
told in Ireland, retold from Irish story- 
tellers. Illus. by Artur Marokvia. 1961. 
91p. illus. Little, $2.95. 

The stories in this book and in the two titles 
below are as well chosen, as skillfully re- 
told, and as appropriately and invitingly illus- 
trated as the tales in the first three books in 
the author’s series of fairy tales of different 
countries retold for younger readers. Contents: 
The bee, the harp, the mouse, and the bum- 
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clock—The old hag’s long leather bag—Billy 
Beg and the bull—The widow’s lazy daughter 
—Patrick O’Donnell and the leprechaun. 
Grades 2-5. 

398.2 Fairy tales || Folk-lore—Ireland 61-9232 (W) 


Favorite fairy tales told in Norway, 
retold from Norse folklore. Illus. by Leon- 
ard Weisgard. 1961. 88p. illus. Little, $2.95. 
Contents: The Princess on the glass hill— 
Why the sea is salt—The three billy goats 
Gruff—Taper Tom—Why the bear is stumpy- 
tailed—The lad and the North Wind—Boots 
and the troll. Grades 2-5. 

398.2 Fairy tales |! Folk-lore—Norway 61-283 (W) 


Favorite fairy tales told in Russia, 
retold from Russian storytellers. Illus. by 
Herbert Danska. 1961. 86p. illus. Little, 
$2.95. 


Contents: To your good health—vVasilisa the 
beautiful—Snegourka, the snow maiden—The 
straw ox—The flying ship. Grades 2-5. 

398.2 Fairy tales || Folk-lore—Russia 61-9284 (W) 


Headley, Elizabeth (Cavanna). A touch of 
magic [by] Betty Cavanna [pseud.] 
Drawings by John Gretzer. 1961. 189p. 
illus. Westminster, $2.95. 


A story of the Revolutionary War as seen 
through the experiences of Hannah Trent, a 
young Quaker whose mother is seamstress to 
several of the wealthy families in Philadel- 
phia. As Hannah helps her mother, she has 
an opportunity to observe both the British and 
the American officers and even finds an op- 
portunity to aid the American cause. A 
pleasant, rather patterned story that will in- 
terest readers somewhat younger than Betty 


Cavanna’s usual following. Grades 6-8. 
61-5861 (W) 


Hofsinde, Robert. The Indian and the buf- 
falo, illus. by [the author]. 1961. 96p. illus. 
Morrow, $2.75; lib. ed., $2.78 net. 


The importance of the buffalo in the lives of 
the Plains Indians, told simply, directly, and 
with respect for the Indian way of life. The 
account begins with the Indian legend of the 
origin of the buffalo, continues with the an- 
thropologist’s version, and then presents the 
ways in which various Plains tribes hunted 
and made use of the buffalo. Ends with a 
discussion of present-day efforts to preserve 
the buffalo from extinction. Although not as 
detailed as Rounds’s Buffalo harvest (BooK- 
List 49:147, D 15 52) this will make a service- 
able addition to collections of Indian materials. 
Grades 4-6. 


970.1 Indians of North America || Bison. American 


61-5884 (W) 


Jaworski, Irene D. and Joseph, Alexander. 
Atomic energy; the story of nuclear sci- 
ence, including many home experiments. 
See note on p.26. 
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Koenig, Richard. The seven special cats. 
Drawings by Peggy Bacon. 1961. 57p. illus. 
World, $2.75. 


Mrs. Thwickle, a New York charwoman, be- 
comes indignant when she learns that an old 
building is to be demolished and warns of the 
dire consequences of depriving the “seven 
special cats” of their home. When the cats 
attempt retribution by thoroughly snarling 
New York traffic and dividing the city, in- 
cluding the U.N. General Assembly, into for- 
cat and against-cat factions, Mrs. Thwickle 
negotiates with the mayor for a solution that 
pleases everyone. Delightful nonsense. Grades 
3-5. 

61-6677 (W) 


Kuwabara, Minoru and others. Cut and 
paste. [The English language condensation 
and translation by Manabu Saito]. 1961. 
48p. illus. 10% in. Obolensky, $3.95. 


An attractive art book for young children, de- 
: signed to develop a sense of colors and to 
‘ stimulate self-expression through imaginative 
uses of colored paper. The examples of cut- 
and-paste work, all done by Japanese pri- 
mary-school children, show a wide range of 
creativity in color, design, and layout. Suit- 
a for both individual and group use. Ages 
5-9. 


736.9 Paper work 61-3354 (W) 


Landau, Lev Davidovich and Rumer, Wrii 


Borisovich. What is relativity? 
See note on p.26. 


Lehrman, Robert L. The long road to man. 
See note on p.27. 


Nash, Ogden, ed. Everybody ought to 
know; verses selected and introduced by 
Ogden Nash. Illus. by Rose Shirvanian. 
1961. 186p. illus. Lippincott, $3.75. 


According to the anthologist the poems, verses, 
and jingles in this anthology range from the 
great to the ludicrously bad, but they are all 
ones he feels “everybody ought to know.” 
There is, indeed, a wide range here from 
which to pick and choose. Robert Frost and 
e. e. cummings, “archy,” and Rose Fyleman 
make strange companions, but their very con- 
trasts add spice to the collection. This is an 
anthology for the family to enjoy together: 
individually it is most likely to appeal to the 
more sophisticated poetry fans of junior high 
and high school age. Shirvanian’s drawings 
add a subtle touch of humor in keeping with 
the tone of the poems. All ages. 


821.082 English poetry—Collections || American po- 
etry—Collections 61-9102 (W) 


Neal, Harry Edward. Treasures by the 
millions; the story of the Smithsonian In- 
stitution. 1961. 192p. illus. Messner, $3.50. 
A detailed account of the history of the Smith- 
sonian Institution and of the innumerable col- 


lections that make it a storehouse of treas- 
ures. Each of the units that make up the 
Smithsonian is described in terms of the per- 
sons in charge of the exhibits, the kinds of 
materials to be found in the unit, and some 
of the problems of acquiring and maintaining 
the exhibits. Although a somewhat special- 
ized book, it will have considerable reference 
value and will be helpful as a guide to the 
Smithsonian for classes or individuals visit- 
ing Washington, D.C. Includes an extensive 
index and a directory of buildings and ex- 
hibits. Grades 6-12. 


506.173 Smithsonian Institution 61-7999 (W) 


Obruchev, Vladimir Afanas’evich. Pluto- 
nia. 
See note on p.27. 


Pender, Lydia. Barnaby and the horses. 
Pictures by Alie Evers. 1961. [42]p. illus. 
10% in. Abelard-Schuman, $2.75. 


As he walks along the river bank looking for 
the farm horses which have wandered away 
Barnaby keeps being distracted from his 
search by the exciting things he sees and 
does. The charm of the book, by an Australian 
poet and a Dutch artist, lies in the imagery 
evoked by the poetic text even more than it 
does in the lovely, appealing drawings. Be- 
cause of the nature of the text and the fact 
that, in some instances, the words are printed 
over the pictures, the book is best suited for 
reading aloud. Ages 5-8. 

61-6683 (W) 


Severn, William. You and your shadow. 
With a bow to My shadow, by Robert 
Louis Stevenson. Illus. by Vana Earle. 
1961. 86p. illus. McKay, $2.75. 

The author of Shadow magic (BOooKLiIsT 
56:192, N 15 59) first explains the cause and 
practical uses of shadows and then suggests 
ways of having fun with them, such as mak- 
ing silhouettes, creating hand shadows, per- 
forming tricks, tracing silhouettes in snow or 
sand, and making a shadow puppet show. For 
entertainment purposes this book is even more 
helpful than Kettelkamp’s Shadows (BooKtist 
54:52, S 15 57). Well illustrated. Grades 4-6. 


793 Shades and shadows || Shadow-pictures 
61-6106 (W) 


Sprague, Rosemary. Fife and fandango. 
See note on p.28. 


Sykes, Jo. Chip on his shoulder. 1961. 186p. 
Funk & Wagnalls, $2.95. 

Hamilton Roark has a good start on becom- 
ing a juvenile delinquent when he is rescued 
from his New York slum background and 
given an opportunity to go to a Montana 
ranch. There he finds new friendships and 
develops new values through the help of a 
sympathetic rancher and his remarkably un- 
derstanding grandson. The solutions are 
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somewhat too pat and the characterizations 
too predictable for the story to have any 
great impact but it is an acceptable portrayal 
of present-day ranch life. Grades 7-9. 
61-6816 (W) 


Wells, Robert. What does an astronaut do? 
Foreword by John P. Hagen. 1961. 63p. 
illus. Dodd, $2.50. 


Through clear, detailed drawings, photo- 
graphs, and understandable language, the 
reader is shown something of the training 
an astronaut undergoes and the kinds of 
problems he will face in guiding a spaceship 
to its destination and back again. In describ- 
ing space stations and flight to other planets, 
the author uses the present tense, as if such 
flights were actually in operation today. Read- 
able and informative. Grades 6-9. 

629.45 Space flight || Astronauts—U.S. 61-7033 (W) 


Wibberley, Leonard Patrick O’Connor. 
Zebulon Pike, soldier and explorer. 1961. 
179p. Funk & Wagnalls, $2.95. 

A detailed biography of Pike, emphasizing his 
activities as an explorer who helped to open 
the Midwestern part of the US. to settle- 
ment during the early nineteenth century. 
Special attention is given to Pike’s explora- 
tion of the source of the Mississippi and to 
his discovery of Pike’s Peak. Wibberley brings 
to the biography the same swift-paced style 
that gives his novels appeal, and boys will 
find the book as exciting reading as any story 
of frontier adventure. For a somewhat older 
audience than is Baker’s Pike of Pike’s Peak 
(Booxuist 50:83, O 15 53), but equally good 
reading. Grades 7-9. 

B_ Pike, Zebulon Montgomery 


Wilkie, Katharine Elliott. The man who 
wouldn’t give up: Henry Clay. 
See note on p.28. 


61-6817 (W) 


EDITIONS 


De La Mare, Walter John. Stories from 
the Bible. Illus. by Edward Ardizzone. 
1961. 420p. illus. Knopf, $4.95. 


Thirty-four stories from the first nine books 
of the Old Testament vividly retold with 
beauty and dignity. First published in Eng- 
land in 1929 this large well-printed book is 
newly illustrated with attractive black-and- 
white drawings. Grades 5-8. 


221.95 Bible stories, English—O.T. 61-6048 (W) 


Book Week promotion materials including a 
full-color poster designed by Peter Burchard, 
streamers, seals, bookmarks, and new book 
party items can be obtained from the Chil- 
dren’s Book Council, 175 Fifth Ave., N.Y. 10. 
For a description and prices of these and 
other available materials write to the Council. 
The theme of Book Week, to be observed 
November 12-18, is “Hurray for books!” 


Suggested for the 
small library 


Adams. San Francisco. 18. 

Consumer reports. The medicine show. 11. 
Felker. Casey Stengel’s secret. 20. 
Freuchen. Book of the Eskimos. 18. 
Gunther. Inside Europe today. 17. 
Harbaugh. Power and responsibility. 18. 
Lardner. The world of John Lardner. 15. 
McCullers. Clock without hands. 23. (fiction) 
Montupet. The Red Fountain. 23. (fiction) 
Seidensticker. Japan. 20. 

Sullivan. Assault on the unknown. 12. 
Viscardi. A laughter in the lonely night. 10. 
Wallace. The twenty-seventh wife. 20. 
Wallant. The pawnbroker. 24. (fiction) 





Children’s books 


Adamson. Elsa. 28. 

Bendick. Take a number. 30. 

Cameron. “I can’t,” said the ant. 30. 

Collins. The bird watcher’s guide. 30. 

Dunlop. The story of Grizel. 31. 

Fatio. The happy lion’s quest. 31. 

Fisher. Summer of little rain. 31. 

Gardner. Mathematical puzzles. 34. 

Haviland. Favorite fairy tales told in Ireland. 
34. 

——Favorite fairy tales told in Norway. 34. 

——Favorite fairy tales told in Russia. 34. 

Kuwabara. Cut and paste. 36. 

Pender. Barnaby and the horses. 36. 

Samuels. B-G, fighter of Goliaths. 27. 

Wibberley. Zebulon Pike. 37. 


Index 


An asterisk (*) preceding a page number 
indicates the second entry, with classification, 
subject heading, and L.C. card number, of a 
book first listed from galley proofs. 


Abilities, ine. Viscardi. Laughter in the lone- 
ly night. 10. 

Academy summer. Gilbertson. 26. 

Adams, Ben. Last frontier. 24, 28. 

- San Francisco. 18. 

Adams, Sherman. Firsthand report. 25. 

Adamson. Elsa. 28. 

Aesthetics. Ortega y Gasset. 
Quixote. 15. 

African revolution. 

Agriculture as a profession. 
a career in agriculture. 25. 


Meditations on 


Cameron. 16. 


Duncan. Find 
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Air lines. Rudolph. Your future as an airline 
stewardess. 27. 

Alaska. Adams. Last frontier. 24. Eberhart. 
Crew of two. 11. Les Tina. Icicles on the 
roof. 15. 

Alberts. Gift for Genghis Khan. 28. 

American heritage. California gold rush. 28. 

———Pirates of the Spanish Main. 30. 

American literature. Scott. Exiles and fabri- 
cations. 16. 

Amiable meddlers. Lawrence. 22. 

Anantanarayanan. Silver pilgrimage. 21. 

And how she grew. Delaplane. 14. 

Anderson, Kenneth. Black panther of Si- 
vanipalli. 13. 

Anderson, W. A. Angel of Hudson Bay. 18, 25. 

Animals, Habits and behavior of. Adamson. 
Elsa. 28. 

Are you your garden's worst pest? Westcott. 
12. 

Art. Eldjarn. Icelandic art. 13. 

Art objects. Gordon. Lure of antiques. 13. 

Ashley. Great Britain to 1688. 25. 

Ashmead. Mountain and the feather. 21. 

Assault on the unknown. Sullivan. 12. 

Astronauts. Wells. What does an astronaut 
do? 37. 

Atomic energy. Jaworski. 26, 34. 

Atomic physics today. Frisch. 26. 

Azoy. Charge! 16. 


B-G, fighter of Goliaths. 

B-29 bomber. Gurney. 
17. 

Bach. Had you been born in another faith. 6. 

Backward society. Frost. 9. 

Barker. Civil War in America. 16. 

Barnaby and the horses. Pender. 36. 

Baudin. Socialist empire. 16. 

Bears, Bibles, and a boy. Roberts. 19. 

Bells of Rome. Stenius. 24. 

Ben-Gurion, David. Samuels. 
Goliaths. 27. 

Benchley. Off-islanders. 21. 

Bendick. Take a number. 30. 

Bergaust. Rocket aircraft, USA. 

——Rockets to the moon, 25, 30. 

Berger. Bird study. 10, 25. 

Berlin. I am Lazarus. 16. 

Bible stories. De La Mare. 
Bible. 37. 

Biography of physics. Gamow. 11. 

Bird study. Berger. 10, 25. 

Bird watcher’s guide. Collins. 25, 30. 

Bison, American. Hofsinde. Indian 
buffalo. 34. 

Black panther of Sivanipalli. 

Boat-building. Scharff. 
boats from kits. 12. 

Boatright, ed. Singers and storytellers. 8. 

Bock. Tenderloin. 13. 

Book of the Eskimos. Freuchen. 18. 

Book week materials. 37. 

Branley. Exploring by astronaut. 

Bregstein. Handbook for dental 
hygienists, and secretaries. 10. 

Breyfogle. Speak to the earth. 10. 

Broadcasting and government. Emery. 

Brooks. Picture book of tea and coffee. 

Buckingham. Straw in my camel's hair. 

Buranelli. Edgar Allan Poe. 14. 

Burbank. Thornton Wilder. 14. 

Butters. Masquerade. 25. 

California gold rush. American heritage. 28. 

Cameron, James. African revolution. 16. 

Cameron, Polly. “I can’t,” said the ant. 30. 

Canaway. Find the boy. 21, 25. 

Care and repair of your inboard engine. Nabb. 
1 


Samuels. 27. 
Journey of the giants. 


B-G, fighter of 


25, 30. 


Stories from the 


and the 


Anderson. 13. 
How to assemble 


25, 30. 
assistants, 


Carlova. 
Carstens. 


Healing heart. 20, 25. 
Coin pin. 21, 25. 


; Clay, Henry. 


Carver. Girl and five brave horses. 10, 25. 

Catholic Foreign Mission Society of America. 
Kittler. Maryknoll Fathers. 8. 

Cavanna, pseud. See Headley. 

Championship. Ecker. 13, 25. 

Charge! Azoy. 16. 

Chip on his shoulder. Sykes. 36. 

Christian art and symbolism. Eldjarn. 
landic art. 13. 

Christian union. Van Dusen. 
ground of hope. 8. 

Church work with the aged. Culver. 
church programs with the aging. 6. 

Cities and towns. Tamiment Institute, New 
York. Future metropolis. 10. 

Civil War in America. Barker. 16. 

Civilization, Greek. Miller. Greek horizons. 
19. 


Ice- 


One great 


New 


Wilkie. Man who wouldn't give 
up. 28. 

Clock without hands. McCullers. 23. 

Cloud forest. Matthiessen. 19. 

Coffee. Brooks. Picture book of 
coffee. 30. 

Coin pin. Carstens. 

Colditz. Eggers. 17. 

Collectors and collecting. 
antiques. 13. 

Collins. Bird watcher’s guide. 25, 30. 

Colman. Country week end cookbook. 11. 

Consumer reports. Medicine show. 11. 

Cooke. Men of Sherwood. 30. 


tea and 
21, 25. 


xordon. Lure of 


Cosmetics. Consumer reports. Medicine show. 
11. 


Country week end cookbook. Colman. 11. 

Crew of two. Eberhart. 11. 

Croly, Herbert David. Forcey. Crossroads of 
liberalism. 17. 

Crossroads of liberalism. Forcey. 17. 

Cuba. Smith. United States and Cuba. 9. 

Culver. New church programs with the ag- 
ing. 6. 


Cut and paste. Kuwabara. 36. 


Daniel. Public libraries for everyone. 6. 

De La Mare. Stories from the Bible. 37. 

Delaplane. And how she grew. 14. 

Delf. Jomo Kenyatta. 17. 

Dental assistants. Bregstein. 
dental assistants, hygienists, 
taries. 10. 

Destiny of fire. Oldenbourg. 23. 

Disston. Know about horses. 13. 

Diving, Submarine. Frey. 130 feet down. 13. 

Dockstader. Indian art in America. 17. 

Duncan, C. H. Find a career in agriculture. 
25. 

Duncan, T. W. Virgo descending. 21. 

Dunlop. Story of Grizel. 25, 31. 


East 57th Street. Jackson. 22. 

Eberhart. Crew of two. 11. 

Ecker. Championship. 13, 25. 

Economic condition. United States in world 
affairs, 1960. 10. 

Eggers. Colditz. 17. 

Eisenschiml. Hidden face of the Civil War. 17. 

Eldjarn. Icelandic art. 13 

Ellis. Guide to rational living. 6. 

Elsa. Adamson. 28. 

Emery. Broadcasting and government. 8. 

Enjoy Japan. Sheldon. 20. 

Eskelund. Forgotten valley. 18. 

Eskimos. Freuchen. Book of the Eskimos. 
18. Machetanz. Howl of the malemute. 19. 

Essays on international jurisdiction. 8. 

Europe. Gunther. Inside Europe today. 17. 

Everybody ought to know. Nash. 27, 36. 

Evolution. Lehrman. Long road to man. 27. 

Exiles and fabrications. Scott. 16. 

Exploring by astronaut. Branley. 25, 30. 


Handbook for 
and secre- 
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Fairbrothers. McMeekin. 23, 27. 

Fairy tales. Haviland. Favorite fairy tales 
told in Ireland. 34. Haviland. Favorite 
fairy tales told in Norway. 34. Haviland. 
Favorite fairy tales told in Russia. 34. 

Falk. See Essays on international jurisdiction. 

Famularo. Supervisors in action. 11. 

Fatio. Happy lion’s quest. 31. 

Favretti. Growing for showing. 11. 

Felker. Casey Stengel’s secret. 20, 25. 

Ferdydurke. Gombrowicz. 22. 

Fermi. Galileo and the scientific revolution. 
26, 31. 

Fiction. Ortega y Gasset. 
Quixote. 15. 

Fife and fandango. Sprague. 28, 36. 

Find a career in agriculture. Duncan. 25. 

Find the boy. Canaway. 21, 25. 

Firsthand report. Adams. 25. 

Fisher. Summer of little rain. 31. 

Flags. Quaife. History of the United States 
flag. 20. 

Floherty. Whirling wings. 26, 31. 

Flower shows. Favretti. Growing for show- 
ing. 11. 

Folk-lore. Grant. World's most truthful man. 
34 


Meditations on 


For the time being. Siebel. 24. 

Forcey. Crossroads of liberalism. 17. 

Ford. Mountains of Gilead. 21. 

Forestry as a profession. Hanaburgh. 
future in forestry. 26. 

Forgotten valley. Eskelund. 18. 

Frankel. Half-as-Big and the tiger. 31. 

Freidson. Patients’ views of medical practice. 
11, 

French. John Steinbeck. 14. 

Fresh-water fishing complete. Janes. 26. 

Freuchen. Book of the Eskimos. 18. 

Frey. 130 feet down. 13, 26. 

Frisch. Atomic physics today. 26. 

Fromm, ed. Marx’s concept of man. 9. 

Frontier and pioneer life. Anderson. 
of Hudson Bay. 18. 

Frost. Backward society. 9. 

Future metropolis. Tamiment Institute, New 
York. 10. 

Galenson. Trade union democracy in Western 
Europe. 9. 

Galilei, Galileo. Fermi. Galileo and the scien- 
tific revolution. 26, 31. 

Gamow. Biography of physics. 11. 

Garden pests. Westcott. Are you your gar- 
den’s worst pest? 12. 

Gardening. Favretti. Growing for Showing. 
11. 

Gardner. Mathematical puzzles. 

Gellhorn. His own man. 22. 

Gibson. Wandering beauties. 26, 34. 

Gift for Genghis Khan. Alberts. 28. 

Gilbert, pseud. See Gilbertson. 

Gilbertson. Academy summer. 26. 

Gilman. Language of science. 11. 

Girl and five brave horses. Carver. 10, 25. 

Gombrowicz. Ferdydurke. 22. 

Gordon. Lure of antiques. 13. 

Grant. World’s most truthful man. 34. 

Great Britain to 1688. Ashley. 25. 

Grebanier. Playwriting. 26. 

Greek horizons. Miller. 19. 

Greenhut. Intermediate income and growth 
theory. 9. 

Growing for showing. Favretti. 11. 

Guide to rational living. Ellis. 6. 

Gunther. Inside Europe today. 17, 26. 

Gurney. Journey of the giants. 17. 

Had you been born in another faith. Bach. 6. 

Halasz. Roosevelt through foreign eyes. 18. 

Half-as-Big and the tiger. Frankel. 31. 

Hall. String too short to be saved. 14. 

Hanaburgh. Your future in forestry. 26. 


Your 


Angel 


26, 34. 


Hand weaving. Tidball. Weaver's book. 14. 

Handbook for dental assistants, hygienists, 
and secretaries. Bregstein. 10. 

Happy lion’s quest. Fatio. 31. 

Harbaugh. Power and responsibility. 18. 

Hardy. Selected poems. 15. 

Harris. Last things first. 6. 

Hartt. Mighty Thor. 12. 

Haviland. Favorite fairy tales told 
land. 34. 

———Favorite fairy tales told in Norway. 34. 

Favorite fairy tales told in Russia. 34. 

Headley. Touch of magic. 34. 

Healing heart. Carlova. 20, 25. 

Hegarty. Red-hot public speaking. 15. 

Helicopters. Floherty. Whirling wings. 31. 

Helm. Shark! 12, 26. 

Heppell. Yugoslavia. 18. 

Hidden face of the Civil War. 
17. 

Higham. Trip to Parnassus. 22. 

Hillary. No latitude for error. 19. 

His own man. Gellhorn. 22. 

History of the United States 
20, 27. 

Hofsinde. 

Holmes. 


in Ire- 


Eisenschiml. 


flag. Quaife. 
Indian and the buffalo. 34. 

Sheppard murder case. 9. 

Horses. Disston. Know about horses. 13. 

Hough. Potemkin mutiny. 18. 

How to assemble boats from kits. Scharff. 12. 

Howl of the malemute. Machetanz. 19, 27. 

Hunting. Anderson. Black panther of Sivani- 
palli. 13. 


I am Lazarus. Berlin. 16. 

“T can’t,” said the ant. Cameron. 30. 

Icelandic art. Eldjarn. 13. 

Icicles on the roof. Les Tina. 15. 

Incas. Baudin. Socialist empire. 16. 

Indian and the buffalo. Hofsinde. 34. 

Indian art in America. Dockstader. 17. 

Indians of North America. Anderson. 
of Hudson Bay. 18. Hofsinde. 
the buffalo. 34. 

Indians of South America. 
empire. 16. 

Inside Europe today. Gunther. 17, 26. 

Intermediate income and growth 
Greenhut. 9. 

International Geophysical Year, 1957-1958. 
Sullivan. Assault on the unknown. 12. 

It takes all kinds. Littell. 15, 27. 

Jackson. East 57th Street. 22. 

Janes. Fresh-water fishing complete. 26. 

Japan. Seidensticker. Japan. 20. Sheldon. 
Enjoy Japan. 20. 

Jaworski. Atomic energy. 

Journalism as a profession. 
future in journalism. 27. 

Journey of the giants. Gurney. 17. 

Jurisdiction (International law). Essays on 
international jurisdiction. 8. 

Kemal. Memed, my hawk. 22. 

Kenyatta, Jomo. Delf. Jomo Kenyatta. 17. 

Kittler. Maryknoll Fathers. 8. 

Know about horses. Disston. 13. 

Koenig. Seven special cats. 36. 

Kuwabara. Cut and paste. 36. 

Kyle, pseud. See Dunlop. 

Landau. What is relativity? 12, 26, 36. 

Language of science. Gilman. 11. 

Lardner. World of John Lardner. 15. 

Last frontier. Adams. 24, 28. 

Last things first. Harris. 6. 

Laughter in the lonely night. 

Lawrence. 


Angel 
Indian and 


Baudin. Socialist 


theory. 


26, 34. 


Schaleben. Your 


Viscardi. 10. 
Amiable meddlers. 22. 
Lehrman. Long road to man. 27, 36. 


Lenski. Religious factor. 8. 

Les Tina. Icicles on the roof. 15. 

Libraries. Daniel. Public libraries for every- 
one. 6. 
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Linker. Three passports to adventure. 19. 

Lions. Adamson. Elsa. 28. 

Lippmann, Walter. Forcey. 
liberalism. 17. 

Littell. It takes all kinds. 15, 27. 

Llewellyn. Man in a mirror, 22. 

Long road to man. Lehrman. 27, 36. 

Lure of antiques. Gordon. 13. 

MecCullers. Clock without hands. 23. 

McGivern. Road to the Snail. 23. 

Machetanz, Frederick. Machetanz. 
the malemute. 19. 

Machetanz, Sara. Howl of the malemute. 19, 
27. 

McMeekin, pseud. 

Man. Lehrman. 

Man in a mirror. 

Man who wouldn't give up 

Mann. Story of a novel. 15. 

Marine engines. Nabb. Care 
your inboard engine. 12. 

Marshall. Walkabout. 23. 

Martinez Alonso. Memoirs of a medico. 20. 

Marx’s concept of man. Fromm. 9. 

Maryknoll Fathers. Kittler. 8. 

Masquerade. Butters. 25. 

Masterton. Off my toes. 15. 

Mathematical puzzles. Gardner. 26, 34. 

Mathematicians. Muir. Of men and numbers. 
27. 

Matter of life and death. Peterson. 16. 

Matthiessen. Cloud forest. 19. 

Medical care, Prepaid. Freidson. 
views of medical practice. 11. 

Medicine show. Consumer reports. 11. 

Meditations on Quixote. Ortega y Gasset. 15. 

Memed, my hawk. Kemal. 22. 

Memoirs of a medico. Martinez Alonso. 20. 

Men of Damezan. Queffélec. 23. 

Men of Sherwood. Cooke. 30. 

Metropolitan areas. Tamiment Institute, New 
York. Future metropolis. 10. 

Midwestern almanac. Rand. 12. 

Mighty Thor. Hartt. 12. 

Miller. Greek horizons. 19. 

Missions. Van Dusen. One great 
hope. 8. 

Montupet. 

Mormons and Mormonism. 
seventh wife. 20. 

Mother isn’t dead, she’s only sleeping. 
24. 

Motor-boats. Nabb. Care and repair of your 
inboard engine. 12. 

Mountain and the feather. Ashmead. 21. 

Mountains of Gilead. Ford. 21. 

Muir. Of men and numbers. 27 


Nabb. Care and repair of your inboard engine. 
9 


Crossroads of 


Howl of 


Fairbrothers. 23, 27. 
Long road to man, 27. 
Llewellyn. 22. 
Wilkie. 28, 37. 


and repair of 


Patients’ 


ground of 


Red Fountain. 23. 
Wallace. Twenty- 


Reed. 


Nash, ed. Everybody ought to know. 27, 36. 

Native village of Unalakleet. Machetanz. 
Howl of the malemute. 19. 

Natural history. Rand. Midwestern almanac. 
12. 

Nature study. 
10. 

Naval history. Gibson. Wandering beauties. 


Breyfogle. Speak to the earth. 


Neal. Treasures by the millions. 27, 36. 
Nepal. Eskelund. Forgotten valley. 18. 
New church programs with the aging. Culver. 


No latitude for error. Hillary. 19. 

Nuclear physics. Frisch. Atomic physics to- 
day. 26. 

Numeration. Bendick. Take a number. 30. 

Obruchev. Plutonia. 27, 36. 

Of men and numbers. Muir. 27. 

Off-islanders. Benchley. 21. 

Off my toes. Masterton. 15. 


Oldenbourg. Destiny of fire. 23. 

One great ground of hope. Van Dusen. 8. 

30 feet down. Frey. 13, 26. 

Ornithology. Berger. Bird study. 10. 
Ortega y Gasset. Meditations on Quixote. 15. 


Paleontology. Lehrman. Long road to man. 
27. 

Panthers. Anderson. Black panther of Sivani- 
palli, 13. 

Paper work. Kuwabara. 

Patients’ views of medical practice. 
11. 

Pawnbroker. Wallant. 24. 

Pender. Barnaby and the horses. 36. 

Personnel management. Famularo. 
visors in action. 11. 

Peterson. Matter of life and death. 16. 

Photography. Satow. Takings pictures after 
dark. 14. 

Physically handicapped. 
in the lonely night. 10. 

Physics. Gamow. Biography of physics. 11. 

Picture book of tea and coffee. Brooks. 30. 

Pike, Zebulon Montgomery. Wibberley. Zebu- 
lon Pike, soldier and explorer. 37. 

Pirates of the Spanish Main. American heri- 
tage. 30. 

Playwriting. Grebanier. 26. 

Plutonia. Obruchev. 27, 36. 

Poe, Edgar Allan. Buranelli. 


Cut and paste. 36. 
Freidson. 


Super- 


Laughter 


Viscardi. 


Edgar Allan 


Poe. 14. 
Polygamy. 
20 


Wallace. Twenty-seventh wife. 

Potemkin mutiny. Hough. 18. 

Power and responsibility. Harbaugh. 18. 

Project Mercury. Branley. Exploring by as- 
tronaut. 30. 

Psychotherapy. Ellis. 
ing. 6. 

Public libraries for everyone. 

Public speaking. Hegarty. 
speaking. 15. 

Quacks and quackery. 


Medicine show. 11. 
Quaife. History of the United States flag. 20, 
27 


Guide to rational liv- 


Daniel. 6. 
Red-hot public 


Consumer reports. 


Queffélec. Men of Damezan. 23. 


Radio. Emery. Broadcasting and government. 


Rand. Midwestern almanac. 12. 

Red Fountain. Montupet. 23. 

Red-hot public speaking. Hegarty. 15. 

Reed. Mother isn’t dead, she’s only sleeping. 
24. 

Relativity (Physics). 
tivity? 26. 

Religions. Bach. Had you been born in an- 
other faith. 6. 

teligious factor. Lenski. 8. 

Road to the Snail. McGivern. 23. 
Roberts. Bears, Bibles, and a boy. 19. 

Rocket aircraft, USA. Bergaust. 25, 30. 

Rockets to the moon. Bergaust. 25, 30. 

Rodwin, ed. See Tamiment Institute, 
York. 

Roosevelt, Franklin Delano. Halasz. 
velt through foreign eyes. 18. 

Roosevelt, Theodore. Harbaugh. 
responsibility. 18. 

Rudolph. Your future as an airline steward- 
ess. 27. 

Ruggles, Ora. Carlova. Healing heart. 20. 

Rupert House, Que. Anderson. Angel of Hud- 
son Bay. 18. 

Russia. Hough. Potemkin mutiny. 18. 


Sailing ships. Gibson. Wandering beauties. 
34. 


Landau. What is rela- 


New 
Roose- 


Power and 


B-G, fighter of Goliaths. 27. 
Adams. 18. 


Samuels. 
San Francisco. 
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San Juan Hill, Battle of, 1898. Azoy. Charge! 
16. 

Sarton. Small room. 24. 

Satow. Taking pictures after dark. 14. 

Schaleben. Your future in journalism. 27. 

Scharff. How to assemble boats from kits. 12. 

Scott. Exiles and fabrications. 16. 

Seidensticker. Japan. 20. 

Seven special cats. Koenig. 36. 

Severn. You and your shadow. 36. 

Shark! Helm. 12, 26. 

Sheldon. Enjoy Japan. 20. 

Sheppard murder case. Holmes. 9. 

Siebel. For the time being. 24. 

Silver pilgrimage. Anantanarayanan. 21. 

Singers and storytellers. Boatright. 8. 

Small room. Sarton. 24. 

Smith. United States and Cuba. 9. 

Smithsonian Institution. Neal. Treasures by 
the millions. 36. 

Socialist empire. Baudin. 16. 

Songs. Stevens. History of song. 14. 

Space flight. Wells. What does an astronaut 
do? 37. 

Space flight to the moon. 
to the moon. 30. 

Spanish Main. American heritage. 
the Spanish Main. 30. 

Speak to the earth. Breyfogle. 10. 

Sprague. Fife and fandango. 28, 36. 

Standard catalog for public libraries. 
supplement. Wilson. 6 

Stanley. Viruses and the nature of life. 12, 
28. 

Steinbeck, John. 
Stengel, Casey. 
cret. 20, 25. 

Stenius. Bells of Rome. 24. 
Stevens, ed. History of song. 14. 
Stories from the Bible. De La Mare. 37. 


3ergaust. Rockets 


Pirates of 


1960 


John Steinbeck. 14. 
Casey Stengel’s se- 


French. 
Felker. 


Story of a novel. Mann. 15 


Story of Grizel. Dunlop. 25, 31. 

Straw in my camel's hair. Buckingham. 14. 
String too short to be saved. Hall. 14. 
Strom. Weed in the garden. 24. 

Sullivan. Assault on the unknown, 12. 
Summer of little rain. Fisher. 31. 
Supervisors in action. Famularo. 11. 

Sykes. Chip on his shoulder. 36. 


Take a number. Bendick. 30. 
Taking pictures after dark. Satow. 14. 
Tales, American. Boatright. Singers and story- 
tellers. 8. 
Tamiment Institute, 
tropolis. 10. 
Tea. Brooks. 
30. 
Technical writing. 
ence. 11. 
Television. Emery. 
ment. 8. 
Tenderloin. Bock. 13. 
Thor (Missile). Hartt. 
Three passports to adventure. 
Tidball. Weaver’s book. 14, 
Times, London. Times atlas of the world. 1. 
Touch of magic. Headley. 34. 
Track-athletics. Ecker. Championship. 13. 
Trade union democracy in Western Europe. 
Galenson. 9. 


New York. Future me- 
Picture book of tea and coffee. 
Gilman. Language of sci- 
3roadcasting and govern- 


Mighty Thor. 12. 
Linker. 19. 


Trans-antarctic Expedition, 1955-1958. Hil- 
lary. No latitude for error. 19. 

Treasures by the millions. Neal. 27, 36. 

Trip to Parnassus. Higham. 22. 

Twenty-seventh wife. Wallace. 29. 


Frost. Backward so- 


Underdeveloped areas. 
ciety. 9. 
U.S.—Economic policy. United States in world 
affairs, 1960. 10. 
U.S.—For. rel. Smith. United States and Cuba. 
9. United States in world affairs, 1960. 10. 
U.S.—Hist. Barker. Civil War in America. 
16. Eisenschiml. Hidden face of the Civil 
War. 17. 
U.S.—Pol. & govt. 
eralism. 17. 
United States and Cuba. Smith. 9. 
United States in world affairs, 1960. 10. 


Forcey. Crossroads of lib- 


Van Dusen. One great ground of hope. 8. 

Victorian literature. Wright. 16. 

Virgo descending. Duncan. 21. 

Viruses and the nature of life. 
28. 

Viscardi. Laughter in the lonely night. 10. 

Voyages and travels. Linker. Three passports 
to adventure. 19. 


Walkabout. Marshall. 23. 

Wallace. Twenty-seventh wife. 20. 

Wallant. Pawnbroker. 24. 

Wandering beauties. Gibson. 26, 34. 

Watt, Maud (Maloney). Anderson. 
Hudson Bay. 18. 

Weaver's book. Tidball. 14. 

Weed in the garden. Strom. 24. 

Wells. What does an astronaut do? 37. 

Westcott. Are you your garden's worst pest? 
12. 

Weyl, Walter Edward. Forcey. 
liberalism. 17. 

What does an astronaut do? 

What is relativity? Landau. 12, 26, 36. 

Whirling wings. Floherty. 26, 31. 

Wibberley. Zebulon Pike, soldier and explor- 
er. 37. 

Wilder, Thornton Niven. 
Wilder. 14. 

Wilkie. Man who wouldn't give up. 

Wilson. Fiction catalog. 20. 

Standard catalog for 
1960 supplement. 6. 
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